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A 


Abbey, plans 10% and 15% house price rises 14/ 
1, p13 Gi) 

Abbey National to disassociate premiums from 
House Rebuilding Cost Index 21/1, p8 

Aberystwyth, harbour facelift scheme 4/3, p12 

ABI contract surveys, see Contractors: League 
Tables 

Access, see Disabled 

Access Floors, see Raised Floors 

Accidents, see Health and Safety: Building Sites 

Acer and Chris Wilkinson Architects chosen to 
build Stratford station concourse 12/8, p11 

Acquisitions, see Mergers and Acquisitions 

Adam, Robert and Michael Manser invited to 
meet Gummer re revision of PPG1 16/12, p9 

Adams, Roy, becomes new CE of BDP 11/11, 
pli @i) 

Adamson, Richard, president HBF, on housing 
start statistics 11/2, p13 Gil) 

Adcock, Roger, retires as Group managing 
director of Mansell 12/8, p13 (il) 

Adjudication, specific legislation for 
adjudication would be better than proposed 
Arbitration Act (Bingham) 1/7, p28-9 

Admiral Homes: 

Announces £20m expansion plan 13/4, p15 
Buys Moody Homes 21/1, p16 

Aegon Insurance Company wrangle with 
Balfour Beatty and Higgs & Hill re 
performance bonds 12/8, p7 

AEP, Modular building system for McDonalds, 
On Site 29/7, p5 (Leader), 34-8 (ill) 

Aeroports de Paris and Ove Arup selected as 
preferred designers for Bangkok Airport 1/7. 
p9: 8/7, p10 

Aggregates: 

Does rubble reuse need a waste-management 
licence? (McKennas) 9/9, p37 

Mineral Planning Guidance 6, issued 
(Latham) 27/5, p25 

Recycling of aggregates, technology focus 9/ 
9, p54-5 Gill) 

Sand and Gravel Association, warns of rise in 
price of aggregates 22/4, p11 

Suppliers warn that rail strike will affect 
deliveries 22/7, p10 

Agriculture, Fisheries and Food, Ministry of: 
Agricultural laboratory in York, reported 
delays 22/10, p9 

Ainsworth, Bill, Design of Durham Cricket 
ground by cricketer (Snapshot Feature) 8/7, 
p25 (ill) 

Aintree NHS Trust goes against government 
bidding recommendations on Fazakeriey 
Hospital extension 17/6, p9 

Air Conditioning, see Ventilation 

Air Traffic Control Centres: 

CAA En route centre, Swanwick 28/10, p7 
ail) 

Airports: 

Ashgabad airport, Turkmenistan: 

Feature 4/11, p18-21 (ill) 

Opens 28/10, p11 (ill) 

Bristol terminal proposal, on display at Royal 
West of England Academy 5/8, p12 (ill) 
British Airways Avionics Maintenance Plant, 
South Wales 28/1, p22-3 Gil) 

Cape Town and Durban expansion feasibility 
studies 23/9, p9 

Denver USA, Special Feature 8/7, p36-40 (ill) 
Gatwick, extension to South Terminal 4/3, p9 
Heathrow. 

BA Centre for Combined Operations: 
Building Dossier 9/9, p43-50 (ill): 
Correction to cost analysis 23/9, p54 
Hundreds of curtain wall panels to be 
replaced 8/7, p7 

BAA visitor centre, Heathrow, planning 

permission 21/10, p9 (ill) 

Central bus station, planned improvements 

17/6, p7 








Terminal Five: BAA planning to use New 
Engineering Contract 16/9, p9 
Tunnel collapse 
Causes indefinite delay to Jubilee Line 
exter sion 28/10, p8 
Independent investigation, progress 
report 11/11, pl2 
To be investigated by team of experts 28/ 
10, p8 Gill) 
Will provide test run for New Engineering 
Contract 28/10, p5 (Leader); p8 
Hong Kong: 
Construction start package to be approved 
14/1, pl2 
Contract list released and funding approved 
8/7. p7 
Seven British contractors shortlisted 9/9, 
plo 
Japan, Kansai International Airport opens 2/ 
9, p9 Gill) 
London City airport, Mowlem denies sale 
rumours 12/8, p14 
Severn Estuary airport scheme unveiled by 
London solicitor 11/3, p12 
Southampton Eastleigh Airport, total rebuild 
9/12, p32-5 Gil) 
Thailand, Bangkok: 
Aeroports de Paris and Ove Arup selected 
as preferred designers 1/7, p9, 8/7, p10 
Two UK firms on shortlist 25/3, p13 
Akenhead, Robert (Law Column) 
Contributory negligence by the client in 
Barclays Bank v Fairclough Building 10/6, 
p33 
Does arbitration deliver what it promises? 
18/2, p23; Reply 25/3, p29 
Latent Damage legislation 15/4, p28 
Al Naboodah-Laing, British Bank of the Middle 
East, Dubai 7/1, p8 (ill) 
Alden, Peter, chairman of Latham Working 
Group, on feasibility of 30% cost saving, First 
Person column 16/12, p15 Gil) 
Aldington Craig + Collinge: Emmanuel Church 
Chesham, Building dossier 27/5, p39-46 (ill) 
Alexander, Gus: 
Decorating a flat for American and boyfriend, 
First Person column 21/10, p32 
Design commission for restauranteur with 
more money than flair, First Person column 
16/12, p14 
Humorous tale of wrangling over extras 
(Comment) 22/7, p26 Gil) 
New rules for Housing Corporation money 
leads to wasted resources and poor design, 
First Person column 25/11, p26 
The dangers of prevarication (Comment) 23/ 
9, p30 (ill) 

Alfred McAlpine: 
Business Profile 7/10, p16 (ill) 
Buys land for huge Kingsmead housing 
scheme 24/6, p14 
Centre Parcs Longleat, claims likely from 11 
subcontractors 28/10, p10 
Construction division interim loss 30/9, p15 
George Eliot Hospital, Nuneaton, Quality 
Brickwork Award winner 24/6, p36-49 (ill) 
Kirklees Riverside stadium, On Site 27/5, 
p30-4 (ill) 
Rights Issue 10/6, p16 
Royal Armouries Museum, Clarence Dock 
Leeds 22/4, p7 Gil) 
Royal Holloway College, University of 
London, Bedford Library, Building dossier 
25/11, p43-50 Gil) 
Shares soar on rumours of merger talks 14/ 
10, p9 
Technical Showhomes sales pitch 18/2, p11 


Turnover, pre-tax profits and staffing up 25/2, 


pl6 

Wolverhampton Wanderers’ Football 

Stadium redevelopment 18/3, p& (ill) 
Allen Building: 

Stepping Hill Hospital Education Centre, 





Stockport, Building Dossier 28/10, p41-8 (il) 

Allott & Lomax: Roller Coaster at Blackpool 
Pleasure Beach wins Institution of Structural 
Engineers’ Special Awards 9/12, p13 (iD 

Alsop, Will 
Building interview 3/6, p30-1 (ill) 

Makes attack on treatment of architects by 
developers 18/3, p11 (il) 
Alsop & Stormer: Civic Centre, Hotel du 
Departement, Marseilles, Technology 
Feature 29/4, p36-9 (ill) 
Amec 
Business Profile 22/4, p18 
City questions overseas policy following sales 
21/10, pl6 
Elephant and Castle scheme public inquiry 
18/2, pli 
Forms international M&E division from 
seven subsidiaries 25/2, p15 
Introduces Latham-style anti-conflict drive 9/ 
12, p5 (Leader), p7 
National Cycling Centre Manchester 
Completed 18/3, p10 Gil) 
Official Opening 23/9, p10 (il) 
On Site 18/3, p32-7 Gil) 

Profits and turnover down 9/9, p17 

Amey Holdings 
Profits triple 16/9, p16 
Stock market flotation 

Launched 10/6, p17 
Planned for this summer 8/4, p12 (ill) 

Anderson, David, response to Latham review 
29/7, p&9 Gill) 

Andrew, Richard: CE Wimpey Homes 
Worldwide to resign next spring 28/10, p18 

Anglian Water, charges non-QA firms huge 
audit fee to tender 21/1, p13 

Apprenticeships, two pilot schemes to be 
launched by CITB 25/3, p8 

APS: First Direct, Leeds operations centre 25/ 
11, p12 Gi) 

Arbitration, see Law 

Architects Council of Europe, To try to 
overturn implementation of CONDAM 
regulations 4/2, p7; 15/4, p13; 29/4, p5 
(Leader), p9 

Architects Registration Council of United 
Kingdom 
ARCUK and RIBA set to agree on proposal 
for slimmed down registration body 25/2, p12 
DOE consultation paper. 

Responses from RICS and CIOB accept 
need for registration 16/9, p8 
DOE to unveil details of planned new Act on 
registration body 17/6, p7 
Replacement board will have half lay 
members 24/6, p9 
Submission to DOE calls for 
disciplinary committee within new body 8/4. 
pl0 Gill) 

Architectural Association summer-4erm 
exhibition, review (Comment) 5/8, p20 

Architectural Education (see also Training) 
Current oversupply of architectural students 
will keep architects’ pay down 1/7, p5 

(Leader) 

Architectural lronmongery, Special Feature 
22/7, p38-47 Gil) 

Architectural Photography, review of the state 
of the art (Pawley) 14/1, p18 

Architectural Profession (see also Liability: 
Royal Institution of British Architects; 

Market Conditions: Architects) 
Architectural students, current oversupply 
will keep architects’ pay down 1/7, p5 
(Leader) 
Compulsory PI Insurance: 

Affect on sole practitioners 4/3, p18-9 (ill) 

RIBA to vote 11/2, p8 
DOE surveys 19,000 RIBA members on 
Quality in Town and Country. 

Published 26/8, p4 (Leader), 9 

Reviewed (Moor) 18/11, p26 





Market conditions 
ACA Staffing survey 4/3, p10 
Annual reports of 8 top companies show 
improving financial health 20/5, p7 
Phoenix companies, RIBA to debate ethics 
13/5, p5 (Leader), 9, 189 
Product specification substitution chain, Part 
2, The Architect 9/9, p58-9 (ill) 
Registration 
ARCUK and RIBA set to agree on proposal 
for slimmed down registration body 25/2 
pi2z 
ARCUK submission to DOE calls for 
disciplinary committee within new body &, 
4,p10 Gi) 
DOE consultation paper 
Responses from RICS and CIOB accept 
need for registration 16/9, p& 
DOE to unveil details of planned new Act 
on registration body 17/6, p7 
Replacement board will have half lay 
members 24/6, p9 
RIBA 
Recruitment drive will waive rejoining fee 
and arrears 25/2, p10 
Workload Survey 25/3, p11; 24/6, p7; 30/9, 
plo 
Sole Practitioners, Architects’ Domestic 
Crisis feature 4/3, p18-9 (ill) 
Spyer, Professor Geoffrey, says in inaugural 
lecture architects just members of team 13/5 
plo Gib 
Will Alsop makes attack on treatment of 
architects by developers 18/3, p11 (il) 

Architecture (see also Architecture 
(feature); Awards; Royal Institute of British 
Architects) 

Style 
Debate on Heritage versus Modernism at 
IKON Gallery, Birmingham, reviewed 
(Pawley) 6/5, p23 
Prince Charles's Carbuncle speech, its 
effect ten years on 3/6, p5 (Leader), 9 
What Makes a Good Building? 
Criteria used to review Barclays Bank and 
Channel 4 hqs 20/5, p39-44 Gil) 
Published 22/4, p5 (Leader), 11 (iD 
Prince of Wales 

Architecture (feature) 

Bishopsfield Housing Estate Harlow, repair 
programme 17/6, p36-9 (ill) 

British Airways Avionics Maint -nance Plant 
South Wales 28/1, p22-3 (ill) 

Cable and Wireless telecommunications 
training centre 25/3, p32-8 (ill) 

Canning Crescent and Small Heath Mental 
Health Centres 18/11, p34-40 (ill) 

Channel Tunnel terminals at Folkstone and 
Calais 25/2, p36-41 (ill) 

Euralille shopping centre and Lille Grand 
Palais 21/10, p44-50 (ill) 

RFAC criteria used to review Barclays Bank 
and Channel 4 hqs 20/5, p39-44 (ill) 

Architecture Research Unit: Bishopsfield 
Housing Estate Harlow, repair programme 
17/6, p36-9 (ill) 

Architype 
Self-build housing development wins 
Housing Project Award 13/5, p10 

ARCUK, see Architects Registration Council of 
the United Kingdom 

Arenas: First phase of vector 2000 
development behind Manchester Victoria 
Station 28/10, p12 Gi) 

Argentina, Ward Building systems wins 
contract on Cadbury-Schweppes building 30/ 
9,pl4 

Art Galleries, see Museums and Galleries 

Arthur Syddall, failed firm, director's open 
letter to Sir Michael Latham 15/7, p24 (ill) 

Arts Council 
May wish to sit-in on National Lottery-funded 
schemes 3/6, p11 
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Will require naming of single client on 
applications for Lottery schemes funding 18/ 
l1,pll 

Arup Associates, Frankfurt school and daycare 
centre ideas competition, winner 22/7, p13 
ail) 

Asbestos, see Health and Safety 

Ashford: Rail Link International station still a 
year from completion 11/11, p11 Gi) 

Ashley, Neil, Chairman Amey Holdings: 
On Design, Build, Finance and Operate 
Concessions For Trunk Roads and 
Motorways, published for consultation by 
DOT 22/4, p10 (ill) 
On Stock market flotation planned for this 
summer 8/4, p12 (ill) 

Asiansky, television hq: 
Detailed planning application made 20/5, p7 
(ill) 
Detailed planning application to be made 11/ 
3, p8 


Association of British Insurers unveils 
model performance bond 10/6, p13; 2/12, 
pl3 

Association of Consultant Architects: Staffing 
survey 4/3, p10 

Asthma, see Health and Safety 

Astor Builders: New studio conversion for 
Pollard, Thomas and Edwards Architects 21/ 
10, p13 (ill) 

Athletics Stadia, see Sports Grounds 

Audit Commission: To study housing 
associations’ procurement costs 23/9, p13 

Aukett: 
Commissioned by Asda and Tesco to design 
‘concept stores’ 25/11, p13 
Returns to profit 24/6, p14 (ill) 

Austin-Smith:Lord: Stepping Hill Hospital 
Education Centre, Stockport, Building 
Dossier 28/10, p41-8 (ill) 

Avery, David, Higgs & Hill, reaction to Latham 
review 22/7, p16 

Avonside, profits rise 25/3, p17 

Awards, see Competitions and Awards 


B 


B&CE Benefit Scheme, says construction 
failure rate down last year 3/6, p14 

B&P, ex-PSA division, moves chairman 
Trevor Osborne into reduced role 18/11, 


po 
Bacchy, Christiani & Neilson: Canary Wharf 
station contract is slowed by noise controls 4/ 
3, p8 
BACMIL, figures show heavyside building 
materials sales rising 4/11, p16 
Bad Debts, how to pursue your own claims in 
the County Court (Bingham) 
Part 1 29/7, p30-1 
Part 25/8, p24-5 
Part 3 23/9, p32-3 
Balfour Beatty: 
Barking Power Station 25/2, p7 (ill) 
Chief Executive Peter Mason addresses 
Towards 2000 conference re future of 
contracting 18/11, p8 
Fall in profits, weak tender margins 26/8, p12 
Harbour City (Phase one) Salford Quays, 
Quality Brickwork Award winner 24/6, p36- 
49 (ill) 
Pergau Dam, Malaysia, costs soar 1/4, p8; 
29/7, pll 
Profits up 11/3, p15 
Reorganises international operations 11/11, 
pl4 
Sheffield tram system three span bridge 25/ 
3, p12 (ill) 
Ballantine, Giles, CE Chesterton on acquisition 
of Cyril Sweett 6/12, p5 (ill) 
Ballast Nedam 
Sold to Dutch-German consortium 7/1, p12 
Tetley Brewery Visitor Centre 13/5, p8 (ill) 
Banham, Sir John, Chairman Tarmac: 
Building interview 5/8, p28-9 (ill) 
Warns environmental protestors that 
intimidation will not work 23/9, p10 (ill) 
Banks and Building Societies 
Banks’ funding policies for construction 
firms: 
Banks trying to arrange shotgun mergers 
for large contractors 21/1, p9, 18-20 
Failed firm director's open letter to Sir 
Micahel Latham 15/7, p24 (ill) 
Feature article 14/1, p14-5 
Touche Ross survey The Construction 
Industry - The Next Three Years shows banks 
will withdraw support 16/12, p4 (Leader), 
11 
Barclays Bank hq, Architecture Feature 20/ 
5, p39-44 (ill) 
British Bank of the Middle East, Dubai 7/1, 
p8 (ill) 
First Direct, Leeds operations centre 25/11, 
p12 Gill) 
Limebank at 7-12 Gracechurch Street, 
refurbishment proposal 8/7, p12 (ill) 








Lloyds Bank hq, Bristol, phase two 

completed 4/3, p10 (ill) 

Turkey, Banking complex for Yapi ve Kredi 

Bankasi 18/11, p11 Gil) 

Bank of England survey highlights firms 
misapprehensions re interest rates and 
returns 5/8, p14 (ill) 

Barclays Economic Forecasts, see Market 
Forecasts: Barclays 

Barda, Peter, Australian review body chief, 
says Latham legislation has to move quickly 
30/9, p7 

Barking, Community health centre held up as 
model in Environments for Quality NHS 
design guide 16/12. p9 (ill) 

Barnes, Dr Martin, Coopers & Lybrand, 
reaction to Latham review 22/7, p9 (ill) 

Barnet, Rehabilitation centre for deaf-blind 7/ 
10, p10 Gill) 

Barrages, see also Dams 
Cardiff Bay Barrage to be opposed by Friends 
of the Earth 11/3, p10 
Lagan Weir Belfast 8/4, p7 (ill) 

Barratt Developments: 

Converting 1960s block near Tower of 

London into flats 9/9, p12 (il) 

Half year profits more than doubled 25/3, p17 

Gill) 

New Premier collection of house designs 22/ 

7, p15 Gil) 

Profits take off 23/9, p17 (ill) 

Sovereign View docklands development to be 

completed a year early 21/10, p17 Gi) 

Barratt, Sir Lawrie: 

Hands over control as profits take off 23/9, 

pi7 Gill) 

Predicts house price rises this year and next 

18/3, p14 Gill) 

Barrett & Sons, University of Manchester: 
Dismissed from job by Henry Boot 25/3, p7 
High speed dispute resolution should be used 
(Bingham) 22/4, p28 

Barwick, Julian, MEPC, reaction to Latham 
review 22/7, p16 

Bath, proposed Naval hq cancelled in round of 
cuts 29/4, p10 

Battersea Power Station, see Mixed 
Developments 

BDP, see Building Design Partnership 

Beaumont, Mike, Chimney Steeplejack, Oif 
Centre feature 18/11, p21 Gill) 

Beard, Lindsay, in Partnerships feature 14/10, 
p20-5 (ill) 

Beard Dove, bought by Capita 7/10, p5 
(Leader), 7 

Beazer Homes: 

Business Profile 25/2, p17 

Flotation: 

Will finance expansion in housing 
production 11/2, p15 

US division to fetch less than expected, UK 
more 18/2, p14 

Increased profits 3/6, p14 

Looking for more acquisitions 22/7, p15 (ill) 

Planning to buy Mowlem housing division 

15/7, p9 

Profits up, return to Greater London housing 

market 30/9, p14 

BEC, see Building Employers Confederation 

Bedfont Lakes, see Business Parks 

Beigel, Florian, Bishopsfield Housing Estate 
Harlow, repair programme (Architecture 
Feature) 17/6, p36-9 (ill) 

Bellway 
Business Profile 13/5, p16 (il) 

Record results 4/11, p15 
Bellwinch: 

Business Profile 25/3, p19 Gil) 

Loss to profit turnaround 25/2, p15 
Benson, Sir Christopher, Housing 

Corporation, speech at first Annual 

Conference 18/2, p9, 16-7 (ill) 

Berkeley Group: 

Profits up, warning that land prices have 

peaked 16/12, p11 

Jump in profits 1/7, p15 
Bernard Sunley & Sons 

Metropole extension, planning consent 9/9, 

p13 (ill) 

Betts, Mike, of Goldman Sachs, UK Building 
and Construction Review report 14/10, p17 
(ill) 

BICC 
Business Profile 18/3, p19 (ill) 

Defends cost of Pergau Dam 29/7, p11 
Bickerton, Business Profile 4/3, p17 (ill) 
Biggam, Sir Robin, Chairman BICC 

Business Profile 18/3, p19 (ill) 

On Balfour Beatty fall in profits 26/8, p12 (il) 
Bingham, Tony (Contracts column) 

Agreement on completion date in JJ Fee v 

The Express Lift Company 15/7, p28-9 

American attitude to profit and money might 

prevent disputes here 26/8, p22-3 

Arbitration, ADR or Official Referees’ Court, 

which is best? 9/9, p36-7 

Arbitration, litigation and ADR 11/3, p30 





Arbitration Act: 

Draft should be rewritten in plain English 

29/4, p26-7 

Specific legislation for adjudication would 

be better 1/7, p28-9 
Arbitrator should be brought in at earliest 
possible moment 25/2, p32 
Bad debts, pursuing your own claims in the 
County Court 

Part 1 29/7, p30-1 

Part 25/8, p24-5 

Part 3 23/9, p32-3 
Beginner's guide to contract law 4/11, p28-9 
City Disputes Panel, its formation and likely 
success 13/5, p24 
Consent orders in RG Carter (West Norfolk) 
Lid v Ham Grey Associates Ltd 22/7, p22 
Contractual claims are quite legitimate 3/6, 
p26-7 
County Court judgement forged by solicitor’s 
assistant 24/6, p28 
Critique of Latham’s ideas on arbitration 28/ 
1, p20 
Damages case of Anthony Taylor, EH Cardy 
and the pub-to-hotel conversion 25/3, p28 
Damages can only be claimed once in Indoor 
Leisure Ltd v Connaught Restaurants Ltd 22/ 
7, p22 
Debate on Alternative Dispute Resolution at 
King’s College 11/11, p30-1 
How far do architects’ duties of supervision 
extend? 17/6, p30-1 
Institute of Commercial Litigators, will it 
provide a good service? 11/2, p28 
Letter to the i inary editor of Building in 
the year 2094 14/1, p5 (Leader), 20 
New Engineering Contract guide 

Part 1 2/9, p24-5 

Part 228/10, p32-3 
Oral collateral contracts in David DK Wong v 
Ratesharp Ltd (Trading as Queenstar 
Building Services) and Others 14/10, p38-9 
Oral instructions: 

An easy pink ticket answer to the problem 

of recording them 2/12, p24-5 

How JCT 80 instructs us to deal with them 

9/12, p30 
Phased works and delay by subcontractors in 
Pigott Foundations Lid v Shepherd 
Construction Ltd 30/9, p30-1; 7/10, p28 
Self-employed and employed staff, how the 
Inland Revenue sees the difference Part 1 20/ 
5, p26; Part 2 27/5, p26-7 
Sir Harold Banwell report on construction 
industry in 1964 8/7, p28-9 
Variations, can quotations be reviewed at final 
account stage? 16/12, p18-9 
Western Circuit Arbitration, formation is step 
forward for fast and cost-effective arbitration 
18/11, p30-1 
Word Conversion Hysteria among the 
construction professions 8/4, p26 

Birmingham: 

Jewelry Quarter station on new Snow Hill 
Line 8/4, p9 

Office tower for front of Colmore Circus, 
planning application 10/6, p9 (ill) 

Small Heath Mental Health Centre. 
Architecture feature 18/11, p34-40 (ill) 

Birse Group: 

Cable and Wireless telecommunications 
training centre, Architecture feature 25/3, 
p32-8 (ill) 

First operating profit for three years 11/2, 
pl6 

Sainsbury Superstore, Marsh Mills Plymouth 
17/6, p13 Gil) 

Stays in the red for third year running 15/7, 
pl7 

Blackpool 
Roller Coaster at Blackpool Pleasure Beach 
wins Institution of Structural Engineers’ 
Special Awards 9/12, p13 (ill) 

Tower repainted gold for centenary 20/5, p11 
(ill) 

Blair, Tony, Leader of Labour Party 
Economic policy unveiled, feature 30/9, p5 
(Leader), 18-9 (ill) 

Says Housing would be top of agenda if 
Labour came to power 2/9, p7 

Bk oxcks, see Bricks and Blocks 

Blue Circle 
Increase in profits 16/9, p17 
Surge in profits, Kent plant to reopen part- 
time 22/4, p17 

Blundell, Robert, wins competition to design 
home for people with autism 11/3, p8 Gil) 

Bo Bardi, Lina, exhibition of work at RIBA 4/ 
11, p13 Gil) 

Bomb Explosions 
99 Bishopsgate, refurbishment begins 27/5, 
pl2 @ill) 

NatWest Tower, Laing tipped to win 
refurbishment 12/8, p7 

Bonds, see Insurance 

Book Reviews and Publications (see also 
Reports) 








An Engineer Imagines, Peter Rice 29/4, p34 
(ill) 

Arbitration: Lloyd's List Practical Guide 28/1, 
p26 

Architecture in Conservation, Managing 
Development at Historic Sites 29/4, p35 (il) 
Builder Mustrations Index published 15/7, p8& 
Building OPUS guide to building products, to 
be launched by Building 4/11, p12 

Cleaning Historic Buildings 20/5, p48 (ill) 
Environments For Quality Care - Health in the 
Community published by DOH 2/12, p10 
Extensions of Time Explained 28/1. p26 
Gower Handbook of Project Management 20/ 
5, p47 

Hopkins: the Work of Michael Hopkins & 
Partners 28/1, p27 Gill) 

Successful Management of Design 18/3, p10 
The Law of Construction Contracts 28/1, p26 
Tower Blocks: Modern Public Housing in 
England, Scotiand, Wales and Northern 
Ireland 20/5, p46 (ill) 

What Makes a Good Building? 22/4, p5 
(Leader), 11 Gi) 

Bookey, James, Building Manager of the Year 
Award, silver medal winner 7/10, p31-48 (ill) 

Boot, Robert, CE MDA Group, Business 
Profile 18/2, p15 Gil) 

Botes: 

Launches unexpected £35m claim against 
Council 4/3, p11 Gi) 

Wins release of assets frozen by Lambeth 
Council 14/1, p11 

Bottjer, Michael, CE Tilbury Douglas, 
Business Profile 30/9, p16 (ill) 

Bovis: 

99 Bishopsgate, bomb damage 
refurbishment begins 27/5, p12 (ill) 
Arena to form first phase of vector 2000 
development behind Manchester Victoria 
Station 28/10, p12 Gi) 
Brick shortages add four weeks to 
construction times 12/8, p13 
Burnley, new Asda Superstore 12/8, p10 Gil) 
CAA En route Air Traffic Control Centre, 
Swanwick 28/10, p7 (ill) 
Channel 4 new hq 
Architecture Feature 20/5, p39-44 (ill) 
Glass bow window 28/1, p9 (ill); Correction 
25/2, p26 Gil) 
City Architecture Award, winner 4/2, p9 Gil) 
Edinburgh Festival Theatre remodelling, to 
open next month 20/5, p9 
Heathrow, BA Centre for Combined 
Operations: 
Building Dossier 9/9, p43-50 (ill); 
Correction to cost analysis 23/9, p54 
Hundreds of curtain wall panels to be 
replaced 8/7, p7 
Lloyds Bank hq, Bristol, phase two 
completed 4/3, p10 (ill) 
Lord Joseph, director, dies 16/12, p9 
Osipenko Street development, Moscow, faces 
axe over late running 23/9, p11 
Payment wrangle over severance of 
partnership on Indonesian venture 16/9, p8 
RAC South-West operations centre 2/12, p7 
ail) 
Returns to profit but slashes turnover 20/5, 
pi7 
Royal Automobile Association, new control 
centre at Bristol 6/5, p7 Gi) 
South Africa, distribution centre and retail 
complex contracts won 28/10, p17 
To bid to build Channel Tunnel Rail Link 15, 
4, p9 
To build chocolate factory in Poland 11/11, 
pl4 
To team up with Costain to bid for 
government build-and-cperate road 
programme 16/9, p7 
Vital endorsement of Latham report 5/8, p5 
(Leader), 7 
Welcome Trust laboratory at Hinxton Hall 
25/11, p11 Gi) 

Bow Housing Action Trust to redevelop three 
council estates 28/1, p10 

Bowey Construction, William Brown Medical 
Centre, County Durham Quality Brickwork 
Award winner 24/6, p36-49 (ill) 

Bowmer and Kirkland: Nene College of Higher 
Education, series of new buildings 15/4, p12 
ail) 

BPB Industries 
Business Profile 8/7, p16 (ill) 

CE John Maxwell gets huge pay-off after only 
ten months 15/7, p17 Gi) 

Profits and turnover up 9/12, p16 

To build plant in Berlin 17/6, p18 (ill) 

Bracknell: Waitrose chilled product warehouse 
4/11, p10 GD) 

Bradford: Mixed development planned next to 
Foster Street Station 3/6, p12 

Bransby, Peter, DG CIRIA, launches campaign 
to halve cost of building 15/4, p8 

Brent Council and the Chalkhill Estate 
competition 
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Feature 22/4, p20-1 (ill) 

Leader 15/4, p5 

Breshears, John, Peter Rice Prize winner 15/7, 
pl2 (il) 

Bricks and Blocks: 

Bovis says brick shortages adding four weeks 
to construction times 12/8, p13 

Brick mountain starts to dwindle 20/5, p18 
Brick stocks plunge 5/8, p15 

Bricks, Blocks and Masonry, Building 
Supplement 11/2 

Manufacturers heading for spate of mergers 
20/5, pls 

Redland Bricks MD suggests no increase in 
production despite lengthening delivery 
times 1/7, p15 Gill) 

Redland joint venture becomes biggest 
Continental producer 29/4, p16 

Sir George Young denies shortage fears of 

MP John Spellar 8/7, p14 (ill) 

Staffordshire University developing brick 
made from sewage ash 21/1, p11 

Brickwork: First prestressed brickwork 
bridges in the world 24/6, p52-3 (ill) 

Bridgen, Eric, becomes new group MD of 
YKM in Sweeping boardroom changes 18/11, 
pl6 (ill) 

Bridges: 

Blackwall Thames crossing suggested and 
reconsideration of other shelved crossings 9 
9, p7 

Bridge across River Irwell in Manchester 4/ 
3, pil Gi) 

Bridge Design Technology Feature 1/4, p35- 
7a) 

Dee Estuary Bridge. Kier wins contract 26/8, 


ps 

Design for bridge across Thames by 
Calatrava 11/3, p7 Gi) 

East London River Crossing, ingenious 
funding scheme proposed by Trafalgar 
House 18/3, p7 

First prestressed brickwork bridges in the 
world 24/6, p52-3 (ill) 

Footbridge to link St James’ Gardens 
Rotherhithe with Limehouse Link 30/9, p11 
all) 

Footbridge to link South Quay with Canary 
Wharf 23/9, p13 (ill); 16/12, p10 
Merchants Bridge, Manchester, to be built to 
stunning design 1/4, p35-6 (ill) 


erected in UK 6/5, p12 

Railway bridge collapse deaths in 1992, 

HSE to prosecute Tilbury Douglas and BR 1/ 

4,p9 

Richmond Bridge, restoration 15/4, p9 (ill) 

Runnymede proposal by ABK wins RFAC 

approval 5/8, p11 (ill) 

Severn Bridge, sacked workers reinstated 

24/6, p9 

Whitby & Bird to develop bridge using 

synthetic spider's thread 1/4, p8, 37 
Bridgewater Station refurbishment 7/10, p8 

(ill) 


Housing Project Award 13/5, p10 

Bristol 
Lloyds Bank hq, phase two completed 4/3, 
p10 (ill) 
MOD procurement hq, Bristol, contract 
running late 9/9, p5 (Leader), 7 
Royal Automobile Association, new control 
centre at Bristol 6/5, p7 (ill) 
Whitefriars office building redevelopment 
plan 25/3, p8 (ill) 

British Aerospace, sells Ballast Nedam to 
Dutch-German consortium 7/1, p12 

British Antarctic Survey research station, new 
accommodation block on skis, technology 
focus 11/11, p34-5 Gil) 

British Architectural Library, see Royal 
Institute of British Architects 

British Constructional Steelwork Association 
Drawing up proposals to classify fabricators 
by capability 22/4, p13 

British Council for Offices 
Publishes draft of Specification for Urban 
Offices 6/5, p11; (copy of draft) 20/5, p50-1 


protection are over-specified 5/8, p12 
British Library, see Libraries 
British Museum, see Museums and Galleries 
British Property Federation: 
Response to Latham review calls for cheaper 
buildings on time 27/5, p13 
Wants to limit Joint Contracts Tribunal veto 
on amendment to standard forms 27/5, p5 
(Leader), 12 
British Rail, see also Railway Lines; Railway 
Stations 
Architecture and Design Group to be axed 
16/9, p9 
Civil engineering design offices privatisation 


9/9, 
Confidential survey commissioned by 





Pegasus Bridge from D-Day landings to be re- 


Brighton: Self-build housing development wins 


To research whether air-conditioning and fire 


Purchasers would want guaranteed workload 


Railtrack from four QS firms shows 30-40% 
cost overrun 2/12, pll 
Infrastructure Maintenance Units 
privatisation 

Timetable to be accelerated 27/5, p7 

To take place in 1995 21/1, p16 

Would have to include ‘dowries’ 8/4, p9 
Railway bridge collapse deaths in 1992, HSE 
to prosecute 1/4, p9 


British Standards (see also Europe: Standards) 


Cost of BS5750 quality assurance registration 
slashed 22/4, p12 


British Standards Institution, is it fulfilling its 


role? 2/12, p5 (Leader) 30-2 (ill) 


British Steel, price-fixing 


£7m fine by EU 18/2, p8 

One third of constructional steelwork firms 

consider suing 25/2, p11 

British Telecom, announces plan for new hq in 

Belfast 16/12, p7 

Broadstairs, Charleston Court flats 15/7 

Broadway Malyan, Spithead Fort off 
Portsmouth, renovation 8/7, p42-3 (ill) 

Brooke, Peter, Heritage Secretary: Endorses 
What Makes a Good Building?, published by 
Royal Fine Arts Commission 22/4, p5 
(Leader), 11 Gi) 

Brooklands, Proctor and Gamble, new hq, 
tenders invited 4/2, p11 Gi) 

Brown and Root, wants to buy or link with 
British construction management firm 14/10, 
pl6 

Brumwell, George, UCATT 
Staff cuts threat as Auditor warns of 
dependence on bank support 30/9, p11 (il) 
To axe staff to save costs 11/2, p12 (ill) 

Bryant Group 
Comes top in Management Today survey 
asking top companies to rate each other 2/12 
pl6 
Doubles annual profits 23/9, p17 
Doubles profits 11/2, p15 Gil) 

New Longman hq, Harlow 16/9, p12 (ill) 

BSRIA, see Building Services Reseach and 
Information Association 

Buckingham Palace 
Heritage Secretary's suggestion of people's 
palace 

Hutchinson Studio's scheme 26/8, p6 
Reactions of architects 12/8, p5 (Leader), 8 

Bucknall Group 
Hanseatic Trade Centre, Hamburg 29/7 
dil 
Returns to profit 22/7, p14 

Budget 
Construction industry should be preparing 
taxation proposals for next budget (Latham) 
4/2, p22 
Housebuilders call for budget that will not 
depress market 25/11, p16 

Michael Latham makes his predictions (First 
Person column) 11/11, p28 
New lower business rates could fuel City of 
London developments 11/11, p14 
Review of measures 7/1, (Latham) p16. 
(Raynsford) 18; 2/12, p8-9 (ill) 
RICS predicts job loss consequences of 
various public spending cuts 25/11,p8 (ill) 
Roadbuilding 
Further spending cuts predicted for autumn 
budget 4/11, p13 
If Budget puts the brakes on, contractors 
will have to turn to trains and trams 11/11 
p167 (ill) 
Builder Illustrations Index published 15/7, p&8 
Building, (see also Builder Group) 
Alastair Stewart, Business editor, wins Laing 
Homes Media Award 21/10, p11 Gill) 
Annual reception at HOC for All-Party Study 
Group 
ArcBuild survey shows extended lead over 
rivals 5/8, p5 
Building Share competition winners 11 
p15 Gil) 
Circulation is highest ever 8/4, p5 
Denise Chevin, features editor, wins Building 
Journalist of the Year award 2/12, p11 (ill) 
Graham Ridout wins Hill Samuel Writer of 
the Year 13/5, p13 (ill) 
Index to 1993 7/1, p47-72 
Sir Michael Latham rejoins Building 
following end of review 7/10, p8 
To launch Building OPUS guide to building 
products 4/11, p12 
Building/ ABI contract surveys, see 
Contractors: League Tables 
Building and Property, wins consultancy 
commission from government of Lesotho 9 
12, pil 
Building Components (see also Building 
Materials and under individual components) 
DOE's monthly statistics show rising prices 
10/6, p17 
Foresite lead times table 4/2, p36-41 (ill); 1/4 
p5 (Leader), 30-4; 3/6, p32-6; 29/7, p42; 7 
10, p54-8; 2/12, p38-42 


plo 


pl2 





Building Cost Forecasts, see Market Forecasts 


Building Cost Forecasts 
Building Cost Information Service Tender 
Price Index 18/3, p14; 7/10, p14; 4/11, p5 
(Leader), 16; 16/12, p4 (Leader), 10 
Building Datafile 
ABI contracts survey 18 
Building indicators 11 
16/9, p20-1; 9/12, p18-9 
Montrose salary surveys 8/4, p5 (Leader), 17 
%, 2/9, pS (Leader), 9, 16-8 
Building Design Partnership 
Appointed by DOE to do four month study 
into London's urban environment 25/11, p12 
Adams, Roy, becomes new CE 11/11, p11 GID 
Russelsheim, Germany, new hq for Opel 14 
1, pli Gi) 
Building Dossiers 
Airports, Heathrow BA Centre for Combined 
Operations 9/9, p43-50 (ill): correction to cost 
analysis 23/9, p54 
Hospitals 
Mildmay Centre Mother and Child AIDS 
unit 18/2, p25-32 Gil) 
Stepping Hill Hospital Education Centre 
Stockport 28/10, p41-8 Gil) 
Housing 


pls 
1, p18-9. 10/6, p20. 


Schonfield Square, for Jewish Community 
12/8, p25-32 (ill) 
Victoria Flats 21/1, p35-42 (ill) 
Leisure Centres: Play Drome, Clydebank 22 
7, p29-36 Gill) 
Mixed Developments: Calvergate, Norwich 
18/3, p39-46 Gill) 
Religious Buildings: Emmanuel Church 
Chesham 27/5, p39-46 (ill) 
Schools: King Alfred School, North London 
17/6, p41-8 Gi) 
Universities and Colleges 
Chaucer College, University of Kent 15/4 
p31-8 Gil 
Royal Holloway College, University of 
London, Bedford Library 25/11 
p43-50 (ill) 
Williams, Anthony, review of his 21 years of 
compiling Building Dossiers 27 /5, p36-7 (ill) 
Building Employers Confederation 
CIOB wants closer relationship 25/11, p11 
Magee, Chris, MD George Kemp Stroud & 
Co explains reasons for leaving BEC 9/9, p22 
3 Gil) 
National Contractors Group 
Newco umbrella organisation proposed by 
top 11 contractors 
Accepted in principle 14/1, p7 
Accepted unanimously by National Council 
members 7/10, p8 
BEC and FCEC pursuaded to start it by end 
of year 3/6, p5 (Leader), 7 
Details to be announced 9/9, p9 
Launched 16/9, p5 (Leader), 7 
Outgoing president of BEC calls for unity 2 
12, p9 
Talks in danger of failing 11 
Rejects 
DOE policy on payment of subcontractors 
bh > py 


3, pl4 (ill) 


DTI proposals on Late Payment of 
Commercial Debt as unworkable 15/4, p5 
(Leader), 12 
Returns to black after three years | 
State of Trade Inquiry 
Confidence knocked by fluctuations in the 
market 14/10, pll 
Indicates more optimism 22/7, p13 
Shows best optimism since 1989 28/1, p& 


4.p9 


Skills shortages starting to show but 
optimism high 22/4, p7,9 
Building/Gallup Industry Survey: Results 7/1 
p5 (Leader), 24-7; 24/6, p7, 1821 
Building Homes, see Building Supplements 
Building Indicators 11/3, p18-9- 10/6, p20; 16 
9, p20-1; 9/12, p18-9 
Building Industry, see Construction Industry 
Building Industry Half Marathon, see 
Marathons 
Building \nterviews, see Building Profiles and 
Interviews 
Building Material Producers 
Executives accuse government of using 
green’ policies to cut roads spending 2/12 
pls 
Output Forecasts, details 5 
(Leader), 11 
Quadruples growth estimates for 1994 15/4 
py 
Rising transport costs will increase prices 2 
5, pl 


8, p15; 16/12, p4 


State of trade survey reports higher levels 
21/10, pl 

Working party to spearhead rented housing 
incentives 25/3, p13 

3uilding Materials (see also Building 
Components and under individual nuaterials) 
BACMI figures show heavyside building 
materials sales rising 4/11, p16 


Building Supplement 21/1; 18/3; 15/4; 9/9 





4/il 


Davis, Langdon and Everest. predicts 
materials price rises 21/1, p15 
DOE's monthly statistics show rising prices 
10/6, pl7 
Energy Research into materials production 
energy factor, Technology Focus 18/3, p48 
SO Gil 
Historical price profile 25/2, p15 
Prices: Hit four-year high 2/9, p15 
Building Products, see Building Components 
Building Materials; Building Supplements 
Building Profiles and Interviews 
Alsop, Will, Alsop & Stormer 3/6, p30-1 (il) 
Banham, Sir John, Chairman Tarmac 5/8 
p28-9 (ill) 
Gummer, John, Environment Secretary 5/6 
p5 (Leader), 28-9 Gi) 
Gregory, John, new Senior Partner Gleeds | 
4, p22-3 Gi) 
Jones, Robert, new construction minister 4 
11, p32-3 Gi) 
Laing, Martin, Laing group chairman 4 
p28-9 (ill) 
Marshall, John, new CE Mowlem 1 
(ill) 
Morgan, Steve, Chairman Redrow Group 4 
(il) 
Pearse, Sir Brian, Chairman Housing 
Corporation 2/9, p26-7 (ill) 
Stone, Helen, MD Carl Bro Building 2/12 
p28-9 (ill) 
Wallbank, lan, interviewed about 
Construction Industry Development Agency 
16/9, p5 (Leader), 48-50 Gill) 
Building Regulations 
Fire Safety Legislation and Enforce 


pol 


1, p26 


ment 
report by Interdepartmental Review Tear 
proposes radical changes to Building Regs 
and FPA 1/7, pi2 
Government to consider including wiring in 
the Building Regs 4/2, p10 
Local authority inspection fees 
DOE sets new fees 12/8, p11 
May be raised above NHBC 24/6, pl 
Part | 
Published revisions include SAP energy 
rating scheme 
Controversy 22/7, p10 
5/8, p34-5 
1, p40-1 GD) 
Warning re problems of encouraging 
naturally ventilated buildings 7/1, p11 
Part M, DOE plan to make all new buildings 
accessible, protest by HBF 10/6, p11 


Detail of scheme 
Technology Focus 7 


Local authority inspection fees may be raised 
above NHBC 24/6, pi2 

Building Renewal Supplement 
Churches and Cathedrals 17/6 
Converting Defence Establishments 9/1 
Doors and Windows 9/9 
Museums and Galleries 2 
Offices 29/4 
Performing Arts Venues 26/8 
Urban Regeneration 21/10 

Building Research Establishment 
Annual Review includes views about « 
privatisation 8 pl 


irect funding cut in favour 





researt 


h 4/3, p9 
Fire testing new Burn Hall t 
p13 Gil) 
Privatisation proposal 
Cabinet Office Efficiency | 
y candidate 15/4, 5 


Roger, CI 


Dismisses sell-off threat 


vurtney 
(Leader), 13 Gi) 

Plans to resign in April | 
Final report likely to 


l 


ecommendation | 


Investigation of future by MPs 


Submission by CIC favours ind 

industry-funded research « 
Large Building Test Facility at ¢ 
, 


to extend to timber and concrete 


as well as steel 25/11, pl 
Privatisation would undermine its 
effectiveness (Latham) 26/8, p18 


Review team visits 11/2, p10 (il 


Building Sites, see Health and Safety: B 
Sites 

Building Societies, see Banks and Building 
Societies 

| BuildingSupplements 

Bricks, Blocks and Masonry 

Building Homes 28/1, p4 (1 


”y w/o 


Building Materials 21 


Building Renewal 
Churches and Cathedrals 17 /¢ 
Converting Defence Establishments 9 
Doors and Windows 9/9 
Museums and Galleries 

9/4 

Performing Arts Venues 2¢ 


Offices 





Urban Regeneration 21 
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Building Retail 13/5, p37-51 Gil) 
Civic Trust Awards winners 13/5 
Design and Build 8/7 
Fire and Security 6/5, p5 (Leader), 32-51 
Building Systems, see Housing: System-Built 
Burnley, new Asda Superstore 12/8, p10 (ill) 
Buro Happold, Hampshire Tennis and Health 
Club tensile roof, technology focus 14/10, 
p50-2 (ill) 
Bus Stations, see Transport Interchanges 
Business Analysis: 
Flotation Fever 11/3, p17 Gi) 
Home Interest 27/5, p16 
Business Parks 
Bedfont Lakes 
Lakeshore five building addition 2/12, p11 
(ill) 
Brooklands Business Park, Landscaping 
special feature 23/9, p34-6 (ill) 
Czech Business Park, Brno 12/8 (ill) 
Business Profiles, see individual company 
names 
Business Rates 
Levy on new lower business rates 
Could fuel City of London developments 
11/11, pl4 
Infrastructure Fund for London published 
by Corporation of London 9/12, p13 
Butterley Brick, merges with London Brick 7/ 
1, pl2 


Cc 

Cable and Wireless Training College 
Architecture feature 25/3, p32-8 (ill) 

RFAC Building of the Year Award winner 13/ 
5, p9 (ill) 

CAD, see Computers 

Calatrava, exhibition of designs at Bruton 
Street Gallery 11/3, p7 Gill) 

Calicut, John, CE Crest Nicholson, City Profile 
28/1, p13 

Cambridge 
Cambridge Regional College, Technical 
Department 12/8, p8 (ill) 

Exhibition of ideas for Mediatheque at RIBA 
9/9, p8 (ill) 

Judge Institute of Management Studies 26/8, 
p9 (ill) 

Law Faculty building topped out 14/10, p9 
ail 

Trinity College, Marriot takes over building 
of halls of residence 6/5, p10 

Cambridgeshire and Essex councils shortlist 
consulting engineers to buy Highways and 
Maintenance departments 2/12, p7 

Canals, Manchester Ship Canal, Feature 1/7, 
p20-1 (ill) 

Canterbury, Chaucer College, University of 
Kent, Building dossier 15/4, p31-8 (ill) 

Capita: 

Buys Beard Dove 7/10, p5 (Leader), 7 
News Analysis 14/10, p13 (ill) 

Caradon: Huge rise in profits 16/9, p16 

Cardiff: 

Cardiff Bay Barrage to be opposed by Friends 
of the Earth 11/3, p10 
Lightning sculpture on electricity substation 
26/8, p7 
Scott Harbour development proposal, Powell 
Dobson chosen to work up design 22/4, p9 
ql) 

Welsh National Opera 

Design by Zaha Hadid 7/10, p9 

Wins competition 16/9, p7 (ill) 
Wilson Bowden selected to develop Ferry 
Road retail park 5/8, p8 

Care Homes, see Housing: Elderly; Housing 
Disabled 

Carl Bro Building, MD Helen Stone, Building 
interview 2/12, p28-9 (ill) 

Car Parks: 

Multi-storey car parks at Lakeside Shopping 
Centre, Thurrock 7/1, p10 (ill) 

Tarmac proposal to duild car park under 
Horse Guard's parade 7/10, p7 

Case Law, see Legal Cases 

CASEC, see Confederation of Associations of 
Specialist Engineering 
Contractors 

Castle, Pamela, McKenna & Co, on green 
levies planned by EU 9/12, p15 Gill) 

Cathedrals, see Religious Buildings 

Cato, Mark, president Arbitration club, replies 
to “Some arbitrators do not deliver justice” 
article 25/3, p29 

Cavity walls: 

Report by BRECSU shows insulation does 
not increase water penetration 22/4, p9 
Technology Feature on cavity wall insulation 
13/5, p52-3 (ill) 

Cawthra, David, CE Miller Group: 
Approached about NEWCO chief executive's 
job 25/11, p8 Gill) 

On Second year’s loss 27/5, p15 (ill) 
To be replaced by Keith Miller 14/10, p9 

CB Sompura, Hindu Temple, London NW10, 








On Site 25/11, p34-9 Gil) 

CCT, see Local Authorities: Compulsory 
Competitive Tendering 

Ceilings: 

Ceilings and Partitions, Special Feature 8/4, 
p28-9 (ill) 

Suspended Ceilings, Foresite Procurement 
Feature 7/10, p56-7 

Cement Roadstone Holdings, see CRH 

Cement, see Concrete 

Central Statistical Office, Overseas 
Transactions of UK Consultancy Firms 
published 21/10, p16 

CFCs, see Environment: Ozone Depletion 

CG Fry and Son 
Poundbury, Prince of Wales village 

Architecture feature 1/4, p28-9 (ill) 
On Site 1/4, p24-7 Gil) 

CGHP Architects, Victoria Flats, Building 
dossier 21/1, p35-42 (ill) 

Chamberlain, Paul, ex director DY Davies, 
on the problems of sole practice 4/3, p18-9 
qi) 

Champion, Roger, timber-frame restorer at 
Weald and Downland Open Air Museum, 
Master Craftsmen series 18/3, p52-4 (ill) 

Channel 4, new hq 
Architecture Feature 20/5, p39-44 (ill) 
Glass bow window 28/1, p9 (ill); Correction 
25/2, p26 Gil) 

Channel Tunnel (see also Railway Lines: 
Railway Stations) 

Customer Service Centre opens 25/2, p11 
(ill) 
Official opening, what can other private 
finance schemes learn? 6/5, p16-7 
To pay contractors 85m in equipment dispute 
8/4, p7 
Rail link: 
Bidders fear goalposts may move 17/6, p12 
Bidders suspect additional clauses 2s cause 
of delay to tender papers 26/8, p8 
Bovis to bid for construction contract 15/4, 


Costain consortium invites trade unions into 
partnership 16/9, p12 
Decision on location of two stations 
postponed 20/5, p11 
Eurorail still waiting for bid documents one 
week after release 9/9, p9 
Fifth contractor withdrew on eve of deadline 
6/5, p8 
Government row re one station or two 8/4, 
p9 
Nine consortia apply before deadline 29/4, 
ll 
Potential bidders warn of heavy 
government subsidy needed 11/3, p9 
Route confirmed, bids to be invited 28/1, p7 
Rumours of government cash injection 21 
1,pl0 
Terminals at Folkstone and Calais, 
Architecture Feature 25/2, p36-41 (ill) 
Transmanche link: Submits final £1bn claim 
to Eurotunnel 21/1, p16 
Charles Brand, Lagan Weir Belfast 8/4, p7 (ill) 
Chartered Builder Scheme, see Chartered 
Institute of Building 
Chartered Institute of Building 
Harding, Colin, farewell article on becoming 
new president 1/7, p24 
President's medal goes to Michael Latham 7 
10, p48 (ill) 
Response to DOE consultation accepts need 
for registration of architects 16/9, p8 
Survey of members shows low opinion of 
government policy 4/11, p7 
To form Construction Industry Development 
Board 25/3, pll 
Wants closer relationship with BEC 25/11, 
pli 
Chartered Institute of Housing conference 
Preview 10/6, p8 
Report 17/6, p8 
Chartered Institute of Purchasing and Supply 
Latham review 
Members want to form implementation 
forum 15/7, p7; 12/8, p8 
Response calls for cheaper buildings on 
time 27/5, p1: 
CIPS survey shows lengthening delivery 
times 3/6, p14 Gill) 
Chernobyl, see Ukraine 
Cherry, Alan, Chairman Countryside 
Properties: 
On HA funding cuts in budget 2/12, p5 
(Leader), 9 
Says industry should not rely on rising house 
prices 3/6, p15 
Cheshire County Council to be transferred to 
MRM 7/1, p11 
Chester: 
Multipurpose concert hall and theatre plan 
17/6, pli Gi) 
Chesterton property consultant buys Cyril 
Sweett 16/12, p5 
Chevin, Denise, Building features editor, wins 





Building Journalist of the Year award 2/12 

pli Gi) 

Chilver, Chris, Inspection of bridges between 
Bangkok and Burmese border, Snapshot 
Feature 30/9, p23 (ill) 

China, Shanghai, Jin Mao office and hotel 
tower, work begins 1/4, p156 Gill) 

Chipperfield, David, review of his architectural 
style (Pawley) 11/3, p24 

Chlorofluorocarbons, see Environment: Ozone 
Depletion 

Chorley, Mormon Temple proposal 9/12, p7 
Gil) 

Chris Wilkinson Architects and Acer 
chosen to build Stratford station concourse 
12/8, pil 

Christian Salvesen, to sell Salvesen Brick 14 
10, p16 

Christmas decorations at Imagination hq 2/12, 
p13 ai) 

Churches and Cathedrals, see Religious 
Buildings 

CITB, see Training: Construction Industry 
Training Board 

City of Architecture and Design Festival 1999. 
Glasgow wins place as host 2/12, p12 (ill) 

City Challenge 
Brixton and Leicester schemes reprieved 11 
11, p8 
Minister will cancel Lambeth Council funding 
if internal dispute is not resolved 10/6, p12 

City Disputes Panel, its formation and likely 
success (Bingham) 13/5, p24 

City of London 
City of London office blocks, Procurement 
Cost Feature 14/10, p42-8 (ill) 

Levy proposed on business rate 
Infrastructure Fund for London published 
by Corporation of London 9/12, p13 
Money could go into infrastructure fund 14 
10, p12 

Engineers department invites bidders for 

privatisation 11/3, p14 

Planning policies and politics (Leader) 14/10. 

ps 

Unitary Development Plan may mean 

changes to shelved 1980s schemes 25/3, p22 

City Profiles, see individual company names 

City Technology Colleges, see Universities and 
Colleges 

Civic Architecture feature 23/9, p5 (Leader) 
20-2 (ill) 

Civic Centres 
France, Hotel du Departement, Marseilles. 
Technology Feature 29/4, p36-9 (ill) 
Northern Ireland, Derry City Council Civic 
Offices 10/6, p13 Gil) 

Civic Trust: Building a Better Britain 
conference 

Civic Trust Awards Supplement 13/5 

Civil Aviation Authority 
En route Air Traffic Control Centre 
Swanwick 28/10, p7 (iD 

Civil Engineers, see Federation of Civil 
Engineering Contractors 

Cladding 
Cladding and Curiain Walling, Special 
Feature 10/6, p36-52 (ill) 

Conversion of offices to student 

accommodation, Kingston upon Thames 

product case study 12/8, p44-5 (ill) 

Curtain Walling 
Attitude of UK producers criticised at 
launch of Construction Procurement Group 
29/7, p12 
British manufacturers not on MOD shortlist 
for new procurement hq 

DTI drops investigation 21/1, p10 
Parliamentary building will use package 
deal to benefit UK firms 16/9, p13 

Claims Consultants form Institute of 
Commercial Litigators 21/1, p8 

Clark and Fenn, wins Plaisterers Trophy and 
Humber Silver Salver 18/2, p9 (il) 

Clarke, Bob, Building Manager of the Year 
Award, bronze medal winner 7/10, p31-48 
(ill) 

Clarke, Kenneth 
Budget public spending cuts weary industry 
leader 2/12, p8-9 (ill) 

Meeting with Export Group For the 

Constructional Industries re increase in 

foreign aid 30/9, p9 

Request for meeting by HBF rejected 15/7, 

p13 (ill); 21/10, p10 Gil) 

Clash Points Column 
Examination of clients and the “One bottom 
to kick” philosophy (Rudi Klein and Ann 
Minogue) 7/10, p30 

Claydon Associates, St John’s Church Pinner, 
new hall 15/7, p9 (ill) 

Cleveland County Council, cooperates with 
Samsung factory project 21/10, p9 

Clydebank Play Drome leisure centre, Building 
dossier 22/7, p29-36 (ill) 

Coatings: Powder Coatings, Product Feature 
5/8, p38-9 (ill) 





Cockshaw, Alan, Chairman Amec 
Business Profile 22/4, p18 
Insists set-up is on course 9/12, p8 
On Newco talks in danger of failing 11 
(ill) 
oleman, Alice 
Appointed advisor on Mozart Estate 
Westminster 18/3, p10 
Houses of Parliament and Alexandra Road 
Estate Swiss Cottage (Wonders and 
Blunders) 24/6, p24-5 (ill) 
olleges, see Universities and Colleges 
ommercial Buildings, see Offices 
ommodity prices, metals price hike 29/7 
ommunity architecture, see Architecture 
ommunity Centres, North Kensington 
Tabernacle refurbishment competition 
winner 17/6, p10 (Gill) 
ompany Results, review of survey at 
Companies House 3/6, p16-8 
ompetitions and Awards: 
RIBA proposes to issue guidance to clients on 
competitions and procurement 8/7, p10 
Association of Consultant Architects 
Eric Lyons Housing Award, winners 21/1 
pli Gi) 
Baltic Flour Mills, Gateshead, art gallery 
competition, winners 30/9, p& 
BBC Design Awards, finalists 24/6, p9 (ill) 
Building Manager of the Year Award 
Winners 7/10, p31-48 (ill) 
Building Share competition, winners 11 
p15 Gil) 
CAMRA/ English Heritage Pub Design 
Awards, winner 18/3, p11 (ill) 
CICA CAD drawing award winners 11 
1 Gi) 
CIOB President's medal goes to Michael 
Latham 7/10, p48 (ill) 
City Architecture Award, winner 4/2, p9 Gil) 
Civic Trust Awards, winners, Supplement 13 


> 


i, pl4 


pls 


3, pS0- 


Copper Roofing Craftsmanship Competition 
winner 18/3, p10 (ill) 
Docklands Light Railway, Gummer launches 
competition to finance, design and build 
Greenwich and Lewisham extension 4/11 
plo 
EU competition for sites which need cooling 
winners 18/11, p12 (ill) 
European Commission admin hq design 
competition won by Alsop & Stormer 16/12 
p6 (ill) 
Footbridge to link South Quay with Canary 
Wharf, winner 23/9, p13 (ill); 16/12, p10 Gi) 
Frankfurt school and daycare centre ideas 
competition, winner 22/7, p13 Gil) 
Galvanizers Association Award, winner 27/5 
p13 Gi) 
Green Building of the Year Award: Parkside 
development for Sun Alliance submitted 11 
}, p13 Gill) 
Hill Samuel Writer of the Year award 13/5, 
p13 Gib 
Housing Project Design Awards: Winners 
13/5, p10 Gil) 
Humber Silver Salver, winner 18/2, p9 (ill) 
Institution of Structural Engineers’ Special 
Awards, winner 9/12, p13 Gi) 
King’s Fund Award for Hospitai Design 
winner 29/4, p8 (ill) 
Lisbon Expo "98 pavilion competition won by 
London office of SOM 11/11, p9 Gill) 
Macintyre Care competition to design home 
for people with autism 11/3, p8 Gil) 
Marble Arch area rethink competition 21/1, 
p9 Gill); Winners 18/3, p12 (ill); First prize 
winner 1/7, p7 
National Association of Shopfitters Design 
Awards, winner 1/7, p12 (ill) 
Otis Student design competition, winners 3 
6, pd 
Peter Rice Prize, winner 15/7, p12 
Plaisterers Trophy, winner 18/2, p9 
Quality Brickwork Awards 1994, winners 24 
6, p35-49 (ill) 
Queens Birthday Honours 17/6, p5 (Leader), 
11 
Queens New Years Honours 7/1, p10 (ill) 
RFAC Building of the Year Award winner 13 
5, p9 Gil) 
RIBA Building of the Year award winner 9 
12, p12 Gill) 
RIBA National Awards for Architecture, 
winners 9/12, p12 
RIBA Regional Awards for architecture, 
winners 4/11, p11 Gil) 
RIBA Royal Gold Medal for Architecture 
award: 1994 winners 18/2, p6 
South Bank Centre, competition for 
rejuvenation project 
Launched 4/2, p13 (il) 
Liewelyn-Davies proposals featured in 
South Bank Environmental Improvement 
Report 22/4, p14 (ill) 
Ten practices shortlisted 1/4, p5 (Leader), 
10 
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Three practices shortlisted 15/7, p7 
Won by Richard Rogers Partnership 16/9, 
pli 
Structural Steel Design Awards, winners 4/ 
11, p12 Gi) 
Surrey Historic Building Trust Award winner 
11/3, p9 Gi) 
Tate Gallery proposed Museum of 
Modern Art on south Bank, shortlist 30/9, 
plo 
Trafford Council Building Design Award. 
winner 22/4, p12 (ill) 
Worshipful Company of Masons award. 
winners (ill) 
Compulsory Competitive Tendering. see Local 
Authorities 
Computer Centres, Stone Data Centre for 
NatWest. Stafford (ill) 
Computers (see also Telecommunications) 
CAD 
AutoCAD Release 13 launched 11/11, 
p36 
CADenza electronic bulletin board run by 
Christopher Lovelock 24/6, p54-5 
CICA CAD drawing award winners 11/3, 
p50-1 Gil) 
Construction Industry Computing 
Exhibition and Conference, preview 18/2, 
p47-9 Gill) 
Costain Engineering and Construction, IT 
strategy 17/6, p50 (ill) 
Electronic Data Exchange 
CIM Steel (Computer integrated 
manufacturing) project 18/11, p46-7 
Feature 1/4, p38-9 


Hacking and Viruses: Network security 7/10. 
_ 


Silicon graphics claims world’s first 
supercomputer 11/11, p36 
Super-fast PCs 3/6, p40 
Housebuilders using IT systems. 
Laing Homes 29/4, p40-1 (ill) 
McCarthy & Stone 22/4, p44-5 (ill) 
Westbury 15/4, p46-8 (ill) 
Jubilee Line extension 
Computer systems, interview with 
Management Services Manager 14/1, p36-7 
Model Making: 
Liquid Engineering systems for model 
making 10/6, p65 
Project Architect/Modeller computer 
package 1/7, p40-1 
Operating Systems, pros and cons 30/9, p40- 
1 
Sir Norman Foster office CAD systems 21/1, 
p44-5 (ill) 
Software 
Voice-activated version of AutoCAD 21/10, 
p52 
Virtual reality models 
Part 1 29/7, p40-1 Gil) 
Part 2 5/8, p36-7 Gil) 
Part 3 12/8, p42-3 (ill) 
Concert Halls, see Theatres 
Concrete 
Price-fixing cartels 
Cement producers to face heavy fines from 
EU 28/10, p17; 2/12, p9 
OFT to begin contempt proceedings against 
directors of eight concrete suppliers 28/1, 
p7 
Special Feature 11/3, p34-47 (ill) 
CONDAM regulations, see Health and Safety 
Building Sites 
Conference and Exhibition Centres 
Coventry Centenary Centre 5/8, p8 (ill) 
Earls Court Olympia exhibition complex 
exterior lighting renovation 13/5, p13 (ill) 
France, Lille Grand Palais, Architecture 
Feature 21/10, p44-50 (ill) 
Japan, National Auditorium, Yokohama 9/9, 
pli (ill) 
LDDC looking to build major conference 
centre at Royal Victoria Dock 15/4, p&8 
Conferences and Seminars (see also 
Conservative Party; Exhibitions; Labour 
Party): 
Chartered Institute of Housing conference 
Preview (Raynsford) 10/6, p28 
Report 17/6, p8 
German Architects Day in Hamburg, review 
(Pawley) 8/7, p24 
Marlows, builders merchants, annual 
conference, review and lessons for industry 
(Latham) 1/4, p18 
Conflict in the industry, see Construction 
Industry 
Conservative Party (see also Government 
policy): 
Annual reports show large cut in 
contributions from construction firms 6/5, p7 
Conference 
Gummer to promote ‘acceptable 
development’ 7/10, p9 
Gummer’s speech urges planning consent 
based on architectural merit 14/10, p10 





Heseltine underlines commitment to inner 
cities 14/10, p10 
Mawhinney backs private finance 14/10, 
plo 
Fifteen years in power equal wasted housing 
opportunity (Raynsford) 13/5, p22 
Would a change of leader win the 
Conservatives the next election? 22/4 
p24 
Construction Development and Design 
Seaman's mission in Limehousee conversion 
to flats 
Begins 29/4, p10 (ill) 
Completed 18/11, p7 Gi) 
Construction Forecasting and Research 
doubles 94 workload projection 4/11, p12 
Construction Industry (see also Market 
Conditions; Research) 
Building Towards 2001 report, review of 
progress 20/5, p5 (Leader), 30-5 (ill) 
Competitiveness: Helping Business to Win 
White Paper 
Will help construction industry 27/5, p7 
Conflict 
Latham review of conflict in the 
construction industry 
First stage interim report, review 7 
(Leader), 14-5 
Implementation 
Amec, Trafalgar House, Miller, Wiltshier 
and Willmott Dixon all introduce 
Latham-style anti-conflict drives 9/12, p5 
(Leader), 7 
Australian review body chief says 
legislation has to move quickly 30/9, p7 
Chairmen appointed to head 11 task 
forces 14/10, p12 
CIOB chairman Colin Harding calls tor a 
Construction Industry Development 
Agency to take charge 18/11, p9 
Construction Clients Forum to include 
MOD, HA, Committee of Vice 
Chancellors and Principals and Offshore 
Operations Association 2/12, p7 
Construction Contracts Bill: Row over 
representation in ruling company may 
prohibit inclusion of JCT 28/10, p10 
Construction Industry Board should be 
dedicated to improving industry's image 
9/12, p5 (Leader), 10 
Construction Review Implementation 
Forum 
Formed 9/9, p9 
Members support need for legislation 
with exception of FCEC 11/11, p10 
Reaches consensus re need for 
legislation on pay-when-paid clauses 21 
10, pil 
Redrafts letter to Gummer to include top 
contractors’ support for legislation 25, 
11, p9: 16/12, p7 
DOE weighing up options for legisiation 
9/12, p5 (Leader), 10 
DCE and Treasury fight over 
implementation job 22/7, p7 
How does Sir Michael Latham expect to 
achieve the 30% reduction in 
construction costs?, First Person column 
25/11, p25 Gi) 
Latham, Michael, describing progress 
on implementation of his review, First 
Person Column 7/10, p26 (ill) 
May be implemented by quango 
modelled on Australian CIDA 29/4, p5 
(Leader), 7 
Members of CIPS want to form 
implementation forum 15/7, p7; 12/8, p8 
Recommendation for a bill to outlaw 
unfair contract conditions (Masons) 16 
9, p39 
Publication preview 1/7, p7 
Published, with title of Constructing the 
Team 
Bovis Construction gives vital 
endorsement 5/8, p5 (Leader), 7 
Construction Contracts Bill proposal 
mirrored in USA 5/8, p26 
Latham's synopsis of proposals 22/7 
p18-9 (ill) 
Peat Marwick find 30% of clients 
unaware of report 11/11, p10 
Reactions of contractors, clients, 
consultants 22/7, p8-9 (ill) 
Reactions of four company directors 22 
7, pl6 
Reactions of Government Ministers 29 
7, p5 (Leader), 89 (ill) 
Reactions of industry leaders 29/7, p5 
(Leader), 8-9 (ill) 
Summary of key recommendations 22/7 
p5 (Leader), 20-1 
Responses to consultation 
BPF and CIPS call for cheaper buildings 
on time 27/5, p13 
CIEC 
Calls for training grants and levies 24/6, 
pl3 


1, p5 





Demands security of payment 10/6, p9 
Slates Whitehail procurement methods 
17/6, p10 
RIBA calls for restoration of their role 
6 plo 
Specialist Engineering Contractors 
Group calls for industry watchdog 1 
pl2 
Similar report by Banwell in 1964 
(Bingham) 8/7, p28-9 
Sorting out the ideas is the difficult part 
(Harding) 11/2, p34 
Trafalgar House supports payment 
9. p9 
VAT reforms put zero rating on homes 
converted from offices and on electrical 


procedure suggestions 7 


goods in new houses 29/7, p9 
Conservative Party 
Annual reports show large cut in 
contributions from construction firms 6/5. 
p7 
CIOB survey of members shows low 
opinion of government policy 4/11, p7 
Construction Benchmarking Challenge set 
up by DOE to improve competitiveness and 
information exchange 1/7, p13 
Construction must present a better image to 
clients (Harding) 13/5, p20 
Construction organisations should 
encourage all their MP consultants to meet 
(Latham) 29/4, p24 
Cowboys, DOE wants to return to warpath to 
stamp them out 9/9, p13 
Egan. John, CE BAA. calls for British 
construction to reduce costs by half 16/9, p& 
ql) 
Industry leaders 
Court opposition party in run-up to election 
10/9. p5 (Leader), 6 
Wearied by budget public spending cuts 2 
12, p89 Gi) 
Labour Party attitudes outlined at annual 
conference 7/10, p8 
Management Today survey asks top 
companies to rate each other 2/12, p16 
Needham, Richard, minister for trade 
top construction executives need to be more 
multi-skilled 21/10, p12 Gi) 
Newco umbrella organisation proposed by 


says 


top 11 contractors 
Accepted in principle by BEC leaders 14/1 
p7 
Accepted unanimously by BEC National 
Council members 7/10, p8 
Amec chairman insists set-up is on course 
9/12, p8 
BEC and FCEC pursuaded to start it by end 
of year 3/6, p5 (Leader), 7 
Cawthra, David, approached about chief 
executive's job 25/11, p8 (ill) 
Details to be announced 9/9, p9 
Launched 16/9, p5 (Leader), 7 
Outgoing president of BEC calls for unity 2 
12, p9 
Rejected by FMB 4/2, p5 (Leader), 9 
Talks in danger of failing 11/3, p14 Gi) 
Top members allege FCEC is stalling 
formation of NEWCO 16/12, p8 
Newens, Michael, director of property 
NatWest Bank, criticises industry chaos 15 
7, p5 (Leader), 10 
Price Waterhouse and Financial Times 
survey reveals most respected construction 
companies in Europe 1/7, p16 
Prime Minister sees construction industry 
delegation 22/4, p7 
Reading Construction Forum, to be formed to 
improve UK industrial and commercial 
buildings 20/5, p5 (Leader), 11 
Red tape, to be cut by Deregulation and 
Contracting Out Bill 21/1, p9 
Registration of construction companies, who 
would benefit? (Harding) 11 
State of the Construction Industry report 
Environment Secretary hosts private 


3, p26 


discussion summit 14/1, p5 (Leader), 7 
Technology Foresight programme 
announced by science minister, to include 
construction panel 11/3, p11 
Time for some political lobbying by the 
construction industry, First Person column 
9/12, p26 
Touche Ross survey The Construction 
Industry-The Next Three Years, published 
16/12, p4 (Leader), 11 
Treasury minister meeting with leaders of 
CIC, CIEC and CLG amid rumours of 
housing and regeneration cuts 

Report 21/10, p10 

Summoned 14/10, p5 (Leader), 8 
UK Building and Construction Review, report 
by Mike Betts of Goldman Sachs 14/10, p17 
cil) 

Word Conversion Hysteria among the 

construction professions (Bingham) 8/4, p26 
Construction Industry Computer Association 

CAD drawing award winners 11/3, p50-1 (ill) 





Construction Industry Council, responds to 
Woolf inquiry with call for increased powers 


for judges 25/11, p13 
Construction Industry Development Agency 
Australian model for the CDB, lan Wallbank 
interviewed 16/9, p5 (Leader), 48-50 Gil) 
Construction Industry Development Board, to 
be set up by CIB 25/3, pl 
Construction Industry Council 
Guidelines for the Value 
Competitive Tenders, published 11 


Asscsament of 
1, plo 
Plan to set up quoted trusts for refurbishment 
of rented homes 10/6, p 
Private Funding for Construction Innovation 
and Research report suggests research levy 
on contractors via CITB 18/2, pt 
The Procurement of Professional Services 
suggests balance between quality and price 
18/11, pl2 
Construction Industry Employers C ouncil 
Plan to set up quoted trusts for refurbishment 
of rented homes 10/6, p7 
Response to Latham Review 
Calls for training grants and levies 24/6, p! 
Demands security of payment 10/6, p9 
Slates Whitehall procurement methods | 
6, p10 
Construction Industry Research and 
Information Association: Bransby, Peter, DG 
launches campaign to halve cost of building 
15/4, p8 
Construction Industry Sector Group, see 
National Economic Development Council 
Construction Industry Standing Conference 
Struggling to set up NC Qs 4/3, p20-1 
Construction Industry Training Board. see 
Training 
Construction Monitor 
Department of 


see Environment 


Construction Procurement Group launched 
29 pl2 

Construction Sites, see Health and Safety 

suilding Sites 

Construction Sponsorship Directorate, see 
Environment, Department o 

Construction Techniques 
Investigation to follow Los Angeles 
earthquake 21/1, p 

nstruction Toys, christmas review lego 
K'nex ete 16/12, p34-5 Gi) 

Constructors Liaison Group, to lobby Gummer 
re need for legislation on Latham report 16 
12.p 

Consultants 
Consultants’ league tables 16/‘ 

Contractual duties under tort 

Consulting Engineers, see Engineers 

Contaminated Land, see Environment 

Continuing Professional Development, see 
Training 

Contract Disputes (see also Contractua 
Disputes (Feature); Law, Legal Cases) 
Arbitration, ADR or Official Referees’ Court 
which is best? (Bingham) 9/9, p36 
Arbitration, litigation and ADF (Bingham 

ll pao 

Arbitrator should be brought in at earliest 

possible moment (Bingham) 25 ; 

Contractual claims are quite legitimate 

(Bingham) 3/6, p26 

Debate on Alternative Dispute Resolution at 

King's College (Bingham) 11/11, p30-1 

Letter to the imaginary editor of Building ir 

the year 2094 (Bingham) 14 

") 


p5 (Leader 
Should a contractor settle a claim with a 
subcontractor and try to recover the loss 
from the employer? (Masons) 23/9. p3 

Use of Arrestments in 
(Morrison) 25/2, p34 


onstruction disputes 


Contractors 

Approved lists of contractors 

Leicestershire County Council, new quality 

test for approved list contractors 1/4, pif 
Janks trying to arrange shotgun mergers for 
large contractors 21/1, p9¥, 1&2! 
Best endeavours, what is the scope of this 
obligation? 29/7, p31! 
Contractors’ Influence on Product Decisions 
published by Barbour Compendium 22 
plo 
Latham review, reactions of contractors 
clients, consultants 22/7, p&9 (ill) 
League tables 

Building Top SO 29/7, pt 

Top 20 Contractors Lists 

Top 40 Contractors Lists 2 

p14; 22/4, p17; 20/5, pl 

p18; 26/8, p12; 16/9, p18; 21/10, p1&; 18/11 

pl6, 16/12, pl2 

Top 500 European Companies, supplement 

»/12 
Market conditions 

FMB urges government to take action to 
Z2.pli 
Gallup survey points to costs outstripping 
tenders 24/6, p7 


6, p18: 15 


save small and medium builders 4 
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shows pay freezes to end 7/1, 
, 24-7 

MORI poll shows builders expecting to out 

perform government forecasts 14/1, p9 

Natwest Securities, Robert Donald 

Downgrades forecast for house prices 24 
6, p15 

Says profits will be drained by government 
policy 17/6, p16 

Results Analysis 1994 13/5, p14 (ill), 28-35 

Shares slashed after major contractors give 

profits warning 1/4, p7 

Tender profit margins making a come-back 

22/7, pil 

Three large developers warn that tender 

cost rise would put projects on hold 1/7, p7 

UK Construction: corporate Performance and 

Profitability, to be published in September 

27/5, pl4 
Marketing skills criticised by Leeds 
University survey 8/7, p14 
National approved contractors list, plans 
being drawn up by DOE 28/1, p4 (Leader). 9 
Payment of subcontractors 

Construction Intelligence Data shows 

delays reach three year low 15/7, p9 

DTI proposals rejected as unworkable by 

BEC 15/4, p12 

FMB voluntary code for members re 

prompt payment of subcontractors 21/1, 

pl2 (ill) 

Procurement Specification series 

Part 3, The Contractor 16/9, p56-7 (ill) 

Part 4, The Subcontractor 23/9, p56-7 (ill) 
Registration of construction companies, who 
would benefit? (Harding) 11/3, p26 
Subcontractor’s Charter produced by 
Wimpey 

Feature 2/12, p18-9 

Introduces partnering and restricts onerous 

tendering practices 25/11, p9 
ontracts 
ABI Contracts Survey, see Contractors 
League Tables 
Acceleration instructions to overcome delays 
17/6, p31 
Agreement on completion date in JJ Fee v 
The Express Lift Company (Bingham) 15 
p2s-9 
Award of Public Service Contracts, how will it 
be applied? 11/3, p30-1 
Beginner's guide to contract law (Bingham) 
4/11, p28-9 
Best endeavors, what is the scope of this 
obligation? 29/7, p31 
Conditional bonds in Perar BV v General 
Surety and Guarantee Company Lid 5/8, p25 
Contracts of Supply, retention of title to goods 
supplied (Williams) 11/2, p28-9 
Contributory negligence by the client in 
Barclays Bank v Fairclough Building 
(Minogue) 27/5, p26; (Akenhead) 10/6, p33 
Design and Build Contracts 

Building Supplement 8/7 

M&S and Norwich Union switch to D&B 

11/11, p5 (Leader), 9 

Multidisciplinary design and build forum 

Planned by Roy Paramour 23/9, p12 
Steering committee formed to set aims 
and objectives 18/11, p8 

Shadow Arts Minister says Labour would 

try to outlaw design and build 25/3, p5 

(Leader), 9 

Should not be chosen as a means of risk 

evasion (Minogue) 30/9, p31 

UK Design and Build Forum, set up by 

Reading University 21/10, p12 
Estoppel in case law (Elliott) 21/1, p24-5 
Extensions of time, can the contractor restrict 
the subcontractor’s right? (Masons) 4/11 
p29 
Fixed price contracts 

Who is liable for the cost of 

Requirements”? 12/8, p19 
Float time and extensions of time (Morris) 


20/5, p26-7 


Authority 


How far do architects’ duties of supervision 
extend? (Bingham) 17/6, p30-1 
Insolvency 
DTI report shows construction firms still 
lead 13/5, p9 
Private Members Bill tries to introduce lien 
system 29/4, p7 
JCT contracts 
DOM/1 and NSC 4 adjudication provisions 
are almost identical 22/4, p28-9 
RIBA vetoes new clause on cost-saving 
ideas at tribunal 25/2, p5 (Leader), 10 
Row over representation in ruling company 
Agreement reached by RIBA, RICS and 
ACE 9/12, p10 
May prohibit inclusion in Construction 
Contracts Bill 28/10, p10 
JCT 80: 
Duty of Tort in Wessex Regional Health 
Authority v HLM Design and Others 18/3 
p3o-l 








Liquidated and ascertained damages 
(Minogue) 4/2, p24 
Notice conditions for claims for loss or 
extensions of time 1/7, p29 
Oral instructions, how JCT 80 instructs us 
to deal with them (Bingham) 9/12, p30-1 
Remedying defective work 15/7, p29 
Joint Contracts Tribunal 
BPF wants to limit veto on amendment to 
standard forms 27/5, p5 (Leader), 12 
Plan to become limited company 
Can go ahead as all member bodies hand 
copyright to JCT 30/9, p8 
May be thwarted by RIBA claim to 
copyright 1/7, p5 (Leader), 13; 2/9, p11; 
9/9, p9 
New Engineering Contract 
BAA planning to use it on Heathrow 
Terminal Five 6/9, p9 
Call for more level-headed evaluation 
(Minogue) 9/12, p31 
Guide to the contract (Bingham) 
Part 1 2/9, p24-5 
Part 2 28/10, p32-3 
Heathrow Tunnel Collapse will provide test 
run for the contract 28/10, p5 (Leader), 8 
Latham recommendation viewed with 
doubts by users 12/8, p10 
Reviewed 12/8, p5 (Leader), 16-7 
Southampton Eastleigh Airport, total 
rebuild, first major building project to use it 
9/12, p32-5 Gill) 
On Demand Bonds: 
DOE commissions law firm to draw up 
performance bond for all government 
departments 5/8, p8 
DOE may allow them with conditions, 
despite denouncement 11/2, 10 
Judgement on performance guarantees in 
Trafalgar House case 
May turn them all into on demand bonds 
18/3, p11, (Elliott) 30 
ABI drafts new form of performance bond 
in response 10/6, p13; 2/12, p13 
Standard forms of agreement, how can they 
be so out of kilter with the way architects 
and engineers work? (Minogue) 24/6, p29 
Three local authorities demanding them in 
defiance of John Gummer 21/1, p13 
Trafalgar House (Regions) Ltd v General 
Surety and Guarantee Company 
ABI drafts new form of performance bond 
in response 10/6, p13, 2/12, p13 
Aegon Insurance Company refuses claims 
as result 12/8, p7 
Blurs distinction between On Default and 
On Demand bonds (Minogue) 1/4, p20 
Oral collateral contracts in David DK Wong v 
Ratesharp Ltd (Trading as Queenstar 
Building Services) and Others (Bingham) 
14/10, pas-9 
Oral instructions 
An easy pink ticket answer to the problem 
of recording them (Bingham) 2/12, p24-5 
How JCT 80 instructs us to deal with them 
(Bingham) 9/12, p30-1 
Pre-contract steps to protect against 
employer insolvency (Davis) 4/3, p24-5 
Problem of how contracts deal with division 
of design responsibility between architect 
contractor and specialist (Minogue) 7/1, p20 
PSA/1 With Quantities, new contract 
reviewed 28/10, p34 
Unfair contract conditions, Latham 
recommendation for a bill to outlaw them 
(Masons) 16/9, p39 
Variations, can quotations be reviewed at final 
account stage? (Bingham) 16/12, p18-9 
Contracts Surveys, see Contractors: League 
Tables 
Control, see Building Control 
Control Centres, see Air Traffic Control 
Centres; Operations Centres 
Conversions (see also Refurbishment) 
Churches 
St George's Church, Peckham, conversion 
to thirty flats 25/11, p7 Gil) 
Converting Defence Establishments 
Building Renewal supplement 9/12 
Coombe Abbey, near Coventry, conversion to 
hotel, On Site 29/4, p28-32 (ill) 
Hospitals, Highfields Hospital to be 
converted to housing 25/2, p8 
Offices 
Barratt converting 1960s block near Tower 
of London into flats 9/9, p12 (ill) 
Seaman's mission in Limehouse conversion 
to flats 
Begins 29/4, p10 (ill) 
Completed 18/11, p7 Gi) 
Warehouse converted to offices, 60 Sloan 
Avenue, London 15/7, p13 Gil) 
Water Tower to house conversion Surrey 
Historic Building Trust Award winner 11/3 
p9 (ill) 
Cooling Systems, see Ventilation and Air 
Conditioning 





Corfe, Brian, new MD Doneloa Tyson 8 
ail) 
Corporate Entertainment, see Public Relations 
Corporate Games, preview 17/6, p20-1 (il) 
Corruption and Fraud 
Lambeth, London Borough of, DLO 
corruption probe 
Unfreezing of Botes assets represents set 
back 14/1, p11 
Price-fixing cartels 
British Steel 
£7m fine by EU 18/2, p8 
One third of constructional steelwork 
firms consider suing 25/2, p11 
Cement producers to face heavy fines from 
EU 28/10, p17; 2/12, p9 
OFT to begin contempt proceedings against 
directors of eight concrete suppliers 28/1, 
p7 
Surrey County Council, three staff suspended 
from Direct Services division on allegations 
of financial irregularities 2/12, p12 
Waitrose store fit-out fraud QS and 
subcontractors 
Charged 1/7, p9 
Guilty plea and conditional discharge 26/8 


7, p15 


Warwick District Council Chief Planning 
Officer, Geoffrey Wilson dismissal for alleged 
misconduct 

Special Council hearing 9/9, p13 

Wimpey denies Malaysian bribe allegation 

25/2, 

Corstorphine & Wright (Warwick), directors 
set up new company and dc not honour debts 
8/4, ps8 

COSHH, see Health and Safety 

Cost Forecasts, see Market Conditions 
Forecasts 

Costain 
About to announce fundamental changes to 
the running of the group 28/10, p17 (ill) 
Barclays Bank hq, Architecture Feature 20. 
5, p39-44 (ill) 

City dismisses merger rumours 2/12, p15 
Computing and IT strategy 17/6, p50 Gil) 
De Montfort Theatre Leicester, opening 
delayed 18/11, p9 

Engineering and Construction division 
restructured 4/11, p15 Gil) 

Falls back into red 16/9, p17 Gil) 

Parkside development for Sun Alliance 11/3 
p13 Gi) 

Shares plunge 13/5, p14 

Staff get first pay rise in three years 18/3, p18 
Targeted by anti-roads campaigners re A34 
Newbury bypass 9/12, p9 (il) 

To team up with Bovis to bid for government 
build-and-operate road programme 16/9, p7 

Costs, see also Procurement Costs 
Bransby, Peter, DG CIRIA, launches 
campaign to halve cost of building 15/4, p8 
Building materials costs hit all-time high 2/9, 
pls 
Controlling the Upwards Spiral: Construction 
Performance and Cost in the UK and 
Mainland Europe, report by Business Round 

Table 15/7, p5, 10, 20-2 

Design and build contracts should not be 
chosen as a means of inflation risk evasion 
(Minogue) 30/9, p31 

Egan, John, CE BAA, calls for British 
construction to reduce costs by half 16/9, p& 
(il) 

Councils, see Local Authorities 

Country Towns, see Planning 

Countryside Properties 
Chairman Alan Cherry says industry should 
not rely on rising house prices 3/6, p15 
Schonfield Square Housing for Jewish 
community, Building dossier 12/8, p25-32 

(ill) 
County Hall, London, see Mixed Developments 
County Natwest, see Market Forecasts 
Courses, see Architectural Education: Training 
Courtney, Dr Roger, CE BRE 
Dismisses sell-off threat 22/4, p5 (Leader), 1 
dil) 
On privatisation proposal 11/2, p10 
Plans to resign in April 15/4, p7 
Courts 
Leeds Crown Court to begin 4/11, p8 Gi) 
Newham Magistrates Court opens 22/4, p8 
(ill) 
Coventry 
Cable and Wireless telecommunications 
training centre 
Architecture feature 25/3, p32-8 (ill) 
Coventry Centenary Centre 5/8, p8 (ill) 
RFAC Building of the Year Award winner 13 
5, p9 (ill) 
Powergen operational hq 
Completed 9/12, p10 Gil) 
Due for completion 25/3, p11 (ill) 
Cranes 
Harry Wahlandt's model crane collection 28 
1, p5 Gill) 


Crest Nicholson 

City Profile 28/1, p13 

Crew, Nathan, alleged racism by Lucas 

painting contractors 

Contractor cleared 10/6, p13 

Goes to industrial tribunal 15/4, p8 

CRH 
Acquires Marlux 13/5, p14 
Profits up 60% 9/9, p17 

Crisis management, feature 9/12, p37 (ill) 

Crosby, Theo, dies 16/9, p11 Gil) 

Croudace 
Barkantine Estate, Isle of Dogs refurbished 
under Estate Action 
Programme 11/2, p7 

Croydon Council design department 
privatisation 
Council selects WSP despite staff wishes 15 
4,pll 
To call in pensions experts to assess bidders’ 
offers 18/2, p5 (Leader), 11 
Unanimous staff vote for EML rejected by 
senior officers 25/3, p10 

Culpin Partnership, Oceanography Centre, 
Southampton, On Site 4/2, p30-5 (ill) 

Cunningham, Mark, roadbuilders must go on 
the PR offensive (Comment) 29/7, p26 

Cuny, Jean-Pierre, CE BPB Industries, 
Business Profile 8/7, p16 (ill) 

Curle, Terry, builds delux Wendy House 18/2, 
p9 (ill) 

Currie & Brown 
Appointed consultants to lonica for new 
national telephone network 4/3, p12 
Forms alliance with Rank Xerox 28/10, p7 

Curtain Walling, see Cladding 

Curtis, Alan, of Currie & Brown, on 
Partnering as management tool 5/8, 
p32 di) 

Cyberspace, see Telecommunications 

Cyril Sweett, bought by property consultant 
Chesterton 16/12, p5 

Czechoslovakia 
Czech Business Park, Brno 12/8 (ill) 


D 


Dams, see also Barrages: 

Pergau Dam, Malaysia, costs soar 1/4, p& 
29/7, pil 

Dari Construction, half-built office block to be 
completed as flats 7/1, p7 (ill) 

Datafile, see Building Datafile 

Davidson, Duncan, Chairman Persimmon, on 
rising house sales 9/9, p18 (ill) 

Davies, David, of DY Davies, on US interest in 
UK firms 18/2, p5 (Leader), 13 Gil) 

Davies, Ray, CE Bellwinch, Business Profile 
25/3, p19 Gill) 

Davis, Richard (Column): Pre-contract steps 
to protect against employer insolvency 4/3, 
p24-5 

Dawes, Howard, MD Bellway: Business Profile 
13/5, p16 Gi) 

Dawson, Mark and Steve Smith, long-straw 
thatchers (Master Craftsmen series) 8/7 
p44-6 (ill) 

De Kretser, David, RICS QS Division, on 
RICS call for radical shake-up of National 
Joint Consultative Committee 27/5, p13 
(ill) 

Dean and Bowes: Empire Theatre Shepherds 
Bush, Case Study 25/3, p48-9 (ill) 

Deans, Joyce, candidate for 95/96 RIBA 
presidency 1/7, p8 (ill) 

Debates: Heritage versus Modernism at IKON 
Gallery, Birmingham, reviewed (Pawley) 6, 

5, p23 

Debts, how to pursue your own claims in the 
County Court (Bingham) 

Part 1 29/7, p30-1 
Part 25/8, p24-5 
Part 3 23/9, p32-3 

Defects Liability, see Liability 

Defence, Ministry of 
Defence Research Agency, contract for 
research centre at Farnborough 10/6, p24-5 
(ill) 

Defence Works Service 
Government plans to privatise 25/2 
Powers to be strengthened and privatisation 
plan to be scrapped 8/7, p10 
Review of procurement system 
Launched by Construction Minister 
Robert Jones 16/9. p8 (ill) 
National Audit Office inspection begins 
23/9, p8 
To attempt to improve design 8/3, p13 
To improve efficiency 26,/8, p5 
Figures show Ministry spent more on D&B 
than on traditional projects 29/7, p9 
HQ in Whitehall refurbishment 
Announced 10/6, p7 
Design and Build choser. as preferred 
method 4/11, p11 





Internal review of spending could mean axing 
of building projects 25/2, p7 
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Portsmouth, office and laboratory plans 
downgraded 10/6, p13 
Procurement hq, Bristol: 

Contract running late 9/9, p7 
RICS recommends that single body should 
manage MOD buildings 29/4, p10 

Defence Research Agency, see Defence, 
Ministry of 

Deighton, Gerry, Chairman Aukett on return to 
profit 24/6, p14 Gill) 

Derelict Land, see Land 

Derrick, Peter, Resources Director Surrey 
County Council, on transfer of department to 
WS Atkins 18/3, p5 (Leader), 20-1 Gil) 

Design 
How much should planning officers influence 
design? (Moor) 9/9, p34 

Design and Build, see Contracts 

Design Codes, see Planning 

Dew Group, bridge across River Irwell in 
Manchester 4/3, p11 (ill) 

D’Eye, Dean, boss of Kered, young building 
firm with tripled turnover, Off Centre feature 
28/10, p25 Gil) 

Dibble, Alan, Director Lioret, on Kentz C&M 
receivership 4/2, p18-9 (ill) 

Directors talk about their days on site, 
Building Manager of the year feature 7/10, 
p32-3 Gi) 

Disabled: 

Building Regs Part M, DOE plan to make all 
new buildings accessible, protest by HBF 10/ 
6, pll 

Two Labour MPs pushing for law to make 
proper access compulsory 15/4, p12 

Dispute Resolution, see Contract Disputes 

Legal 
Cases; Labour: Strikes 

Distribution Centres, see Warehouses 

Dixon, lan, CIC, reaction to Latham review 22/ 
7, p8 Gi) 

Dixon, Valerie, in Partnerships feature 14/10, 
p20-5 Gil) 

DJ Higgins: 

Canning Crescent Mental Health Centre. 
Architecture feature 18/11, p34-40 (ill) 
Petros Gardens housing scheme, West 
Hampstead 28/10, p10 (ill) 

DLOs, see Direct Labour Organisations 

Dobson, Frank, new shadow Environment 
Secretary 28/10, p12 Gil) 

Docklands: 

Canary Wharf: High Court ruling on TV 
interference 9/9, p10 
Limehouse Youth Club, planning permission 
5/8, p7 Gill) 
London Docklands Development 
Corporation forbidden to axe Island Gardens 
station from Jubilee Line 15/7, p11 
Rotherhithe Footbridge to link St James’ 
Gardens with Limehouse Link 30/9, p11 (ill) 
Royal Victoria Dock: LDDC looking to build 
major conference centre 15/4, p8 
South Quay footbridge to link with Canary 
Wharf 23/9, p13 (ill); 16/12, p10 Gil) 
Tobacco Dock shopping centre being 
changed into factory shop 4/3, p13 Gil) 
West Silvertown urban village: 
Wimpey Homes and Barratt consortium 
invited to make financial submissions 6/5, 
p9 
Wimpey wins contract 29/7, p10 

Dolman, lan, McCarthy and Stone, on LAN 
microcomputer system 22/4, p44-5 (ill) 

Domefield Construction being sued by 
Anthony Sullivan, ACS 
Construction, re garden swimming pool 4/3, 


Donelon, Sean, to step down as CE of Donelon 
Tyson 8/7, p15 Gill) 

Donelon Tyson: 
Management reshuffle in response to 1993 
losses 8/7, p15 (ill) 
Shares plunge as annual results are delayed 
3/6, p14 

Doors: 
Doors and Windows Building Supplement 9/ 
9 

Dorrell, Stephen, new Secretary of State for 
National Heritage 29/7, p9 

Dossiers, see Building Dossiers 

Drainage: 
Plastic pipes etc, supply may be disrupted by 
polymer shortage 26/8, p6 
Plumbing and Drainage, Special Feature 18/ 
2, p34-42 (ill) 

Dry Rot: 
Timber Rot, technology focus 7/10, p60-1 (ill) 

Dubai, British Bank of the Middle East 7/1, p8 
(ill) 

Duffy, Frank, RIBA President: 
Criticises Pawley’s Late Show appearance for 
painting bleak picture of profession 14/1, p7 
London Ark and Metro Centre (Wonders and 
Blunders) 22/7, p26-7 (ill) 
On RIBA row over memo from building 
control committee 29/4, p9 (ill) 





Dwyer, Joe, CE Wimpey, on return to profits 9/ 
9, p17 Gi) 

DY Davies: 
Fourth year of losses 28/10, p7 

Dyfed Wildiife Trust Visitor Centre 1/4, p8 (il) 


E 


Eacott, Mark: Teenager who wants to emulete 
Sir Richard Rogers, Off Centre feature 2/12, 
p21 Gill) 

Ealing Technical Services Group: 

Asks bidders to indemnify against pensions 
claims 11/2, p9: 18/2, p5 (Leader), 11 
Earthquakes: 
Earthquake-proof construction, feature 18/2. 
p446 ill) 
Los Angeles. 
Report 21/1. p7 Gi) 
Structural regulations may be revised 28/1, 
plo (il) 

East London River Crossing, see Transport 
Roads 

Eastern Bloc see Europe, Eastern Bloc 

Ebbsfieet: Chosen as site for Channel 
Tunnel Rail Link international station 2/9, 
pi 

EC Sames: 

Institute of Child Health Province of Natal 
extension 23/9, p12 (ill) 

Economic Conditions, see Market Conditions 

Economic Forecasts, see Market Conditions 
Market Forecasts 

Economic preview of the year 7/1, p23-33 
ail) 

Edinburgh: 

Edinburgh Festival Theatre remodelling, to 
open next month 20/5, p9 

Edinburgh International Conference Centre. 
On Site 2/9, p28-32 (ill) 

Murrayfield rugby stadium, rebuilding 
project nearly complete 29/7, p11 (iD 

Office proposal by developer New Edinburgh 
29/4, pl 

Plans for futuristic “mediatheque” 28/10, p9 
(ill) 

Royal Mile to be repaved 14/1, p7 
Speculative office scheme on corner of 
Princes and Castle Streets 8/4, p10 (ill) 

Education, see Architectural Education 

Education Buildings, see Nurseries; Schools; 
Universities and Colleges 

Egan, John, CE BAA, calls for British 
construction to reduce costs by half 16/9, p8 
dil) 

Egypt. Bibliotheca Alexandrina to be built 
close to site of ancient library 10/6, p12 (ill) 

Elections: 

Would a change of leader win the 
Conservatives the next election? (Raynsford) 
22/4, p24 

Electricity: 

Draft European standard would force UK to 
change to round-pin radial system 9/12, p13 
Government to consider including wiring in 
the Building Regs 4/2, p10 

Electronic Data Exchange, feature 1/4, p38-9 

Elliott, Tim (Law Column) 

Estoppel in case law 21/1, p24-5 
Trafalgar House Construction v General 
Surety & Guarantee, judgement on 
performance guarantees 18/3, p30 

Ellis Construction, Orien self-catering hotel 
Finsbury, Case Study 4/2, p42-3 (ill) 

Ellis Williams, Play Drome, Clydebank, 
Building Dossier 22/7, p29-36 Gill) 

Embassies: 

Berlin, competition for new British embassy 
13/5, p8 

Moscow, British Embassy foundation stone 
laid 21/10, p8 Gil) 

Oman, British Embassy in Muscat nearing 
completion 7/10, p9 (ill) 

Empire Stone, goes into receivership 13/5, p8 

Employer Insolvency, see Contractors 

Energy (see also Environment: Global 
Warming) 

Building Materials 
Energy Research into materials production 
energy factor, Technology Focus 18/3, p48 
50 Gill) 

Building Regulations 
Published revisions to Part L include SAP 
energy rating scheme 

Controversy 22/7, p10 
Details of scheme 5/8, p34-5 

Government Policy: 
Building and the Environment report shows 
government departments not meeting 
energy targets 13/5, p11 

Heating: 
Heating and Ventilation Special Feature 28/ 
10, p56-67 (ill) 

Houses: 
National Home Energy Rating Scheme 
Private member's Bill proposes energy 
audits by local authorities 21/1, p11 





Timber frame lobby claims embodied 

energy in manufacture and transport of 

timber frame homes is half that of block 11/ 
Insulation 

Mineral insulation, the British market. 

product focus 28/10, p49 (ill) 

Report by BRECSU shows cavity wall 

insulation does not increase water 

penetration 22/4, p9 

Special Feature 14/1, p24-34 

Technology Feature on cavity wall 

insulation 13/5, p52-3 (ill) 

Power production 

Combined heat and power 

Solar Architecture 
Technology Focus 7/1, p34-8 (il) 
University of Northumbria, to clad 
computer building in photovoltaic cells 
11/2, pi2 Gi): Technology feature 25/3, 
p40-1 ill) 

Engineering and Physical Sciences Research 
Council to offer £4m research grants to 
construction 16/9, p10 

Engineers (see also Civil Engineers: Structural 
Engineers) 

Consulting engineers, feature on the 
changing market 21/10, p20-3 Gil) 

English Heritage 
Recommends listing of dozens of post-war 
commercial buildings 11/2, p8 
Register of listed buildings at risk 1994 
Includes some of London's key military 
buildings 15/4, p11 (il) 

English Partnerships 
15% budget increase 2/12, p9 
First funding package for inner city projects 
announced 25/3, p8 
First tranche of plans to be considered 20/5, 
plo 
Land Reclamation Programme launched 1/7, 
pl3 
Range of incentives launched to attract 
developers to inner cities 25/11, p12 
To be pressed by housebuilders to make 
housing a priority in corporate plan 24/6, p11 
Working with MOD, National Power, ICI and 
British Aerospace to find uses for redundant 
land 2/12, pli 

Environment (see also Energy. Environmental 
Protestors; Health and Safety; Waste 
Disposal) 

Contaminated Land. 

Decontamination by worms and plants in 

Landscaping special feature 23/9, p34-6 (ill) 

English Partnerships launches Land 

Reclamation Programme 1/7, p13 

Labour Party may try to introduce registers 

30/9, p& 

Registers, revised DOE proposals: 
Announcement of new register of 
‘significantly contaminated’ land expected 
25/11, p7 
Paying for Our Past consultation 
document: 

HBF response will reject compensation 

fund and land quality 

statements 6/5, p9 

Plan is for graded clean up of polluted 

sites 11/3, p10 

Reviewed (Moor) 22/4, p26 

Technology Feature 8/4, p42-3 
Government Policy: 

Gummer to promote ‘acceptable 

development’ at party conference 7/10, p9 

Landfill tax is start of raft of green levies 

planned by Brussels 9/12, p15 

Recycling 

Recycling of aggregates, technology focus 

9/9, p54-5 (ill) 

Scottish Homes may offer incentives to 

Housing Associations 9/9, p11 

Sustainability 

Sustainable development, latest buzzword 

in planning (Moor) 27/5, p24; 9/12, p29 

Sustainable Development: the UK Strategy. 

industry bodies mustering opposition to 

green policies 1/7, p11 

Environment, Department of (see also Property 
Services Agency) 

Assessing the Impact of Urban Policy report 
commissioned by DOE, published 24/6, p13 
City Challenge: Construction Benchmarking 
Challenge to improve competitiveness and 
information exchange 1/7, p13 

Construction Monitor 

Issue 1 8/4, following p46 

Issue 2 6/5, following p54 

Issue 3 10/6, following p70 

Issue 4 15/7, following p54 

Issue 5 23/9, following p62 

Issue 6 & index to Issues 14 21/10, 

following p62 

Issue 7, 18/11, following p4 

Issue 8, 16/12, following p42 

Cowboys. DOE wants to return to warpath to 
stamp them out 9/9, p13 





Headquarters: 
Eland House 
Pilkington loses contract to German firm 
for failure to meet standards 15/7, p12 
Planned as showpiece for (/K products 
11/3, p7 
Shortlist of 5 architects are all British 1/7 


Marsham St, Scare over need to remove 
asbestos from DOE Marsham Street towers 
15/4, plo 
Housing Association grants, reconsiders 
proposal to pay grants direct to developers 
14/10, p8 
Housing policy 
DOE to produce Green or White Paper on 
stimulating private rented homes sector 25, 
ll, p7 
Housing start statistics 
Highest for five years 11/11, p15 Gi) 
Public down, but private sector up 13/4, p15 
Rate of increase slowing down 8/7, p15 
Rise in activity 9/9, p18 (ill) 
Still rising although sales may not be 17/6 
pl6 
Up on last year 14/1, p9 (i) 
Latham review 
Fighting Treasury over implementation job 
22/7, p7 
Weighing up options for legislation 9/ 12, 
plo 
Local Authorities and Private Finance issued 
by DOE 4/11, p10 
Minister for construction replaced and also 
others in reshuffle 29/7, p9 
National approved contractors list, plans 
being drawn up 28/1, p4 (Leader), 9 
New order statistics 7/1, p5 (Leader), 7; 28/1 
pli; 18/2, 7; 18/3, p®; 22/4, pl6; 20/5, p&; 17 
6, pl7; 15/7, p18; 26/8, p11; 21/10, p17; 18 
11, p5 (Leader), 7; 16/12, pl0 
On demand bonds, DOE may allow them with 
conditions, despite denouncement 11/2, 10 
Planning inspectors may be cut by a tenth 24 
6, pl2 
Prompt payment of subcontractors policy 
introduced in Feb, rejected by HBF and 
FCEC6/5.p9  * 
Property Holdings division 
Building works programme to suffer after 
income miscalculation 4/11, p8 
Fire Branch axed 13/5, p12 
Government plans to privatise 25/2, p7 
Responsibilities may be divided between 
individual departments 8/4, p11 
Planning 
Architects to re-draft advice on design in 
PPG1 
DOE may ask RIBA and RTP1 9/12, p11 
Michael Manser and Robert Adam invited 
to meet Gummer 16/12, p9 
Statistics on output 18/5, p14; 17/6, plé, 16, 
9, p16 
Surveys 19,000 RIBA members on Quality in 
Town and Country 
Published 26/8, p4 (Leader), 9 
Reviewed (Moor) 18/11, p26 
Sustainable Development: the UK Strategy 
Industry bodies mustering opposition to 
green policies 1/7, p11 
Urban Development Corporations. 
Environmental Protestors 
Costain targeted by anti-roads campaigners 
re A34 Newbury bypass 9/12, p9 Gil) 
Greenpeace report steps up anti-roads 
campaign 2/9, p8 
M11-Hackney link road, DOT may issuc 
injunctions against protestors 25/3, p10 
Newbury Bypass bidders hassled by 
environmental protestors 9/9, p10 
Tarmac chief warns that intimidation will not 
work 23/9, p10 Gi) 
Wimpey’s London hq scene of sit-in 18/11, p5 
(Leader), 10 
Escalators, see Lifts 
Essex and Cambridgeshire councils shortlist 
consulting engineers to buy Highways and 
Maintenance departments 2/12, p7 
Estate Action programme, see Urban Renewal 
Estuaries, see Rivers 
EuroConstruct 
Predicts Europe-wide recovery in 1995 17/¢€ 
pl7 
Predicts marginal increase in output next 
year 16/12, pl2 
Euronews Construction, see Environment 
Department of 
Europe (see also under individual countries 
Building Europe; Masons Law cokumn) 
Contractors: 
Top 500 European Companies league table 
supplement 2/12 
European Union 
Directives 
Award of Public Service Contracts, how 
will it be applied? 11/3, p30-1 
Directive that would force change to 240 
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Volts on building sites would be 
dangerous 25/11, p9 
Posting of Workers Directive, would mean 
staff must be paid going rate for country 
where working 11/11, p15 
Procurement Directives (Public Works, 
Public Supplies, Public Services, Utilities, 
Compliance and Remedies) (Masons) 3/6, 
p27 
Self-employed commercial agents 
(Masons) 28/1, p20-1 
Single European Market: 
FCEC complains that other countries 
are ignoring European 
tendering rules 1/7, p16 (ill) 
Transfer of Undertakings (Protection of 
Employment) regulations 
Dispute between BEC and DOE over 
whether pensions are included 15/7, 
plo 
Proposals for amendments tentatively 
welcomed by Employment Minister 8/7, 


European Commission admin hq design 
competition won by Alsop & Stormer 16/12, 
p6 (ill) 
European Costings data: Procurement 
feature 25/3, p44-7 
European standards, draft standard on 
wiring would force UK to change to round- 
pin radial system 9/12, p13 
Fire tests, hopes fade for harmonised pan- 
European test 25/2, p11, 42-3 Gi) 
Landfill tax is start of raft of green levies 
planned by Brussels 9/12, p15 
Price Waterhouse and Financial Times 
survey reveals most respected construction 
companies in Europe 1/7, p16 
Steel cartel fined 18/2, p8 
Structure Fund: 
£240m to be given to Northern Ireland 9/ 
12, p8 
Northern Ireland wants payments made 
direct 1/7, p16 
European Costings, see Europe: European 
Costings 
European Regional Development Fund, local 
authorities unhappy about intended 
government administration 29/4, p12 
European Union, see Europe 
Eurotunnel, see Channel Tunnel 
Exhibition Centres, see Conference and 
Exhibition Centres 
Exhibitions: 
Architectural Association summer-term 
exhibition, review (Comment) 5/8, p20 
Architecture: the President's Choice, Royal 
West of England Academy, Bristol 5/8, p12 
ail) 
Architectures Capitales A Paris, RIBA hq 8/7, 
p10 (ill) 
Art of the Structural Engineer, The, RIBA 30/ 
9, p10 
Calatrava designs at Bruton Street Gallery 
11/3, p7 Gil) 
Construction Industry Computing Exhibition 
and Conference, preview 18/2, p47-9 (ii) 
Drawings of Central and Eastern Europe by 
Michael Stiff at Holland Gallery 29/4, p12 
Exhibition of ideas for Cambridge 
Mediatheque at RIBA 9/9, p8 (ill) 
Exhibition of retrospective proposals for 
South Bank area at Architecture Foundation 
11/2, p10 
Future World exhibition opens in Milton 
Keynes 10/6, p10 (ill) 
How architects design with and without 
builders, exhibition at RIBA 21/1, p12 (ill) 
Macintyre Care competition entries to design 
home for people with autism 11/3, p8 (ill) 
New British Architecture opens at 
Architecture Foundation 8/4, p8 (ill) 
Open House Day, review 16/9, p13 (ill) 
Royal Academy Summer Exhibition, preview 
27/5, p9; 3/6, p9 
Tasty: Good Enough to Eat, restaurant design 
at RIBA 17/6, p12 Gill) 
Work of Lina Bo Bardi at RIBA 4/11, p13 (ill) 
Expert Witnesses, model form of report 
published by Judicial Committee of British 
Academy of Experts 6/5, p24-5 
Export Credit Guarantee Department: 
Reports doubling of support for goods and 
projects in 92/3 4/2, p15 
Restores cover for Lebanon 28/1, p5 
Export Group For the Constructional 
Industries: 
Calls for government intervention as figures 
plummet 2/12, p16 
Discussions with Chancellor Kenneth Clarke 
re increase in foreign aid 30/9, p9 


F 


Facilities Management, feature article 21/1, 
28-9 
Factories, see Industrial Buildings 








Farnborough, Defence Research Agency 
research centre 10/6, p24-5 (ill) 

Farr: Former CE Dr Gerald Smith loses appeal 
against two year sentence for stealing from 
pension fund 11/3, p13 (ill); 18/3, p13 

Farrell, Terry, see Terry Farrell Partnership 

Federation of Civil Engineering 
Contractors: 

Complains that other countries are ignoring 
European tendering rules 1/7, p16 (ill) 
Rejects DOE policy on payment of 
subcontractors 6/5, p9 
State of Trade survey: Strongest 
improvement in four years 11/2, p16 
Top members allege stalling of formation of 
NEWCO 16/12, p8 
Workload Survey: 
Confidence plummets over past quarter 4/ 
11, p13 
Pessimism about workload 13/5, p13 

Federation of Master Builders: 

Rejects NewCo umbrella organisation 
proposed by top 11 contractors 4/2, p5 
(Leader), 9 

Tuthill, Stan, new national president, annual 
conference speech on interest rate and VAT 
registration 23/9, p12 

Urges government to take action to save 
small and medium builders 4/2, p11 
Voluntary code for members re prompt 
payment of subcontractors 21/1, p12 

Wants all building firms to be VAT registered 
to prevent evasion 15/7, p12 

Fee Bonds, see Insurance 

Fee Scales 
RIBA reissues voluntary guidelines on fee 
levels 21/10, p5 (Leader), 13 

Feilden Clegg Design: 

Sheiling Community Centre, Ringwood, 
RIBA Regional Awards for architecture, 
winners 4/11, p11 Gi) 

Feilden & Mawson, Calvergate offices and 
sheltered accommodation, Building dossier 
18/3, p39-46 (ill) 

Ferris Wheel millenium project plan for Jubilee 
Gardens 9/12, p5 (Leader), 20-1 Gil) 

Fibre Glass, see Glass Fibre 

Finding Fault, see Contractual Disputes 
(Feature) 

Fire and Security, Special Feature 5/6, pS 
(Leader), 32-33 (ill) 

Fire Protection 
Commercial buildings, DOE funds research 
after spate of fires 12/8, p9 
DOE Property Holdings division, Fire Branch 
axed 13/5, p12 
Fire Precautions Act: 

Home Office secret review comes to light 
11/3, p11 
Review announced by Michael Heseltine 
21/1, p9 
Fire tests, hopes fade for harmonised pan- 
European test 25/2, p11, 42-3 Gil) 
Fire Safety Legislation and Enforcement, 
report by Interdepartmental Review Team 
Proposes radical changes to Building Regs 
and FPA 1/7, pi2 
Response from CIC 4/11, p12 
Quarry House government offices Leeds, 
problems with installation of fire dampers 17 / 
6, p10 

Fires: 

Uppark House, Haden Young loses appeal 
against paying damages 29/7, p7 

First Person Column 
Alden, Peter, chairman of Latham Working 
Group, on feasibility of 30% cost saving 16/12, 
p15 Gil) 

Alexander, Gus 
Decorating a flat for American and 
boyfriend 21/10, p32 
Design commission for restauranteur with 
more money than flair, First Person column 
16/12, p14 
New rules for Housing Corporation money 
leads to wasted resources and poor design, 
First Person column 25/11, p26 
Latham, Michael: 
Describing progress on implementation of 
his review 7/10, p26 (ill) 
Making his predictions for the Budget 11/ 
11, p28 (ill) 
Time for some political lobbying by the 
construction industry 9/12, p26 
Magee, Chris, Managing Director, asks 
whether the industry has shot itself in the 
foot over redundancies 4/11, p26 (ill) 
Phaure, Angus, managers should not be 
obsessed with watching their share price 2/ 
12, p26 (ill) 
Syddall, Steven: 
Advice on setting up in business 30/9, p5 
(Leader), 26 (ill) 
How does Sir Michael Latham expect to 
achieve the 30% reduction in construction 
costs? 25/11, p25 (ill) 
Flat Roofs, see Roofs 





Flavin, John, UCATT, sues John Gould re 
slander 26/8, p7 

Flotation Fever, Business Analysis 11/3, p17 
ail) 

Flooring: 
Floors and floorcoverings special feature 11/ 
11, p44-58 (Gill) 

Floors: 
Floors and floorcoverings special feature 11/ 
11, p44-58 Gil) 
Raised Floors, Foresite Procurement Feature 
29/7, pa24 

Flyton, first UK developer to follow Latham 
guidance to put contract sums in a trust fund 
18/11, pi2 

Folkstone: Channel Tunnel Customer Service 
Centre opens 25/2, p11 Gil) 

Football Association, see Sports Grounds 
Football Stadia 

Football stadia, see Sports Grounds: Football 
Stadia 


Football Stadia Advisory Design Council, see 
Sports Grounds: 

Foresite procurement feature 4/2, p36-41 (ill): 
1/4, p5 (Leader), 30-4; 3/6, p32-6; 29/7, p42-4; 
7/10, p54-8; 2/12, p38-42 

Forest Brickwork, fifty staff walk off Dartford 
site over pay dispute 25/11, p8 

Forest Gate Construction: 

King Alfred School, North London, Building 
Dossier 17/6, p41-8 Gil) 

Forsyth, John, Employment Minister 
Tentatively welcomes proposals for 
amendments to TUPE regulations 8/7, 


py 
To meet HSE over growing CONDAM crisis 
8/7, pill 

Forts, Spithead Fort off Portsmouth, 
renovation 8/7, p42-3 (ill) 

Foster, Sir Norman, see Sir Norman Foster & 
Partners 

Fountains, see Sculptures 

Fox, Brian, SDC Builders, on Partnering as 
management tool 5/8, p33 (ill) 

Foyers, see Youth Hostels 

France 
Architectures Capitales A Paris, exhibition at 
RIBA hq 8/7, p10 Gil) 
Art Galleries, Cartier Foundation gallery 15/ 
7, p5 (Leader), 38-41 (ill) 
Civic Centre, Hotel du Departement, 
Marseilles, Technology Feature 29/4, p36-9 
ail) 
Euralille: 

Credit Lyonnais Tower nearing completion 

28/10, p13 Gil) 

Euralille shopping centre and Lille Grand 

Palais, Architecture Feature 21/10, p44-50 

ail) 

Redevelopment area includes Channel 

Tunnel station and oval arena 17/6, p9 
Libraries, Bibliotheque de France, Paris 15/ 
7, p5 (Leader), 32-7 Gil) 

Offices: 

Hotel du Department des Bouches-du- 

Rhone, Marseilles 25/3, p13 (ill) 

Renault Technocentre put on hold 25/3, p10 
Railway Stations, Charles de Gaulle Airport 
15/7, p5 (Leader), 42-5 (ill) 
Satellitetelecommunications centre will be 
built in Nimes 20/5, p8 (ill) 

Special Feature on new buildings 15/7, p5 
(Leader), 32-45 (ill) 
World Cup football stadium, winning design 
proposal 2/9, p11 (ill); 14/10, p7 (ill) 

Fraud, see Corruption and Fraud 

Fryer, John, former managing director Sunley, 
estate loses seven year battle 11/3, p7 

Fulton, Scott, of Yamaichi, expects further big 
uplift in construction shares 7/1, p13 

Further Education Funding Council, publishes 
Major Capital Allocations 1/4, p11 


G 


GA Construction, Partick Police Station, 
Glasgow, Quality Brickwork Award winner 
24/6, p36-49 (ill) 

GA Management: 

Edinburgh International Conference Centre, 
On Site 2/9, p28-32 (ill) 

Gallagher, Charles, Chairman Abbey, plans 
10% and 15% house price rises 14/1, p13 Gil) 

Galliford: 

Disappointing interim results 11/3, p16 Gil) 
To switch to negotiated contracts 14/10, p17 

Gallions Reach, see Mixed Developments 

Gallup survey on new housing shows public 
want more modern homes 28/10, p5 
(Leader), 13 

Gardiner & Theobald, warn of consequences of 
cut-throat tendering 7/1, p5 (Leader), 8 

Gardiner & Theobald European Costings, see 
Europe: European Costings 

Gateshead, Windmill Hiils Estate 
redevelopment 12/8, p9 (ill) 

Gatwick Airport, see Airports 





GE Plastics Living Environment Europe 
project opens 24/6, p11 (il) 
Geoffrey Osborne 
Reading University Soil Science Laboratory 
8/7, p13 Gil) 
Waitrose store fit-out fraud, QS and 
subcontractors charged 1/7, p9, 26/8, p9 
George, Eddie, Bank of England 
On firms’ misapprehensions re interest rates 
and returns 5/8, p14 (ill) 
George Kemp Stroud & Co 
Builders on the Brink feature 9/9, p22-3 Gil) 
Gerretsen, Wob, Chairman of Costain 
Engineering and Construction division on 
restructuring 4/11, p15 Gil) 
Germany 
Berlia 
Competition for new British embassy 13/5, 


DTI mission: 
Contractors warned to take long term view 
at DT! conference 18/2, p13 
Fair number of resultant contracts 29/4, 
pl6 
Market Report feature 25/2, p18-24 (ill) 
Will be good source of work for UK 
companies 4/2, p16 (Gil) 
Dusseldorf, Norman Foster to jointly design 
insurance hq building 14/1, p10 (ill) 
Frankfurt school and daycare centre ideas 
competition, winner 22/7, p13 Gil) 
Hamburg, Hanseatic Trade Centre 29/7, p12 
qi 
Hochtief to link up with Holzmann 23/9, p16 
Market conditions 
Decision to build plant in Berlin reflects size 
of market 17/6, p18 (ill) 
Russelsheim, new hq for Opel 14/1, p11 Gi) 
Shortcomings of UK insolvency law may have 
been overcome in Germany (Minogue) 25/” 
p32-3 
Gibson, Nick, on Sir Norman Foster office 
CAD systems 21/1, p44-5 GiD 
Gillingham 
BR signalling centre 23/9, p11 (ill) 
Medway Hospital Trust, HLM appointed to 
design new hospital 16/9, p10 
Glasgow 
St Teresa's Church, new hall in nave 14/10, 
pli Gi) 
Wins place as host of City of Architecture and 
Design Festival 1999 2/12, p12 Gi) 
Glass 
Channel 4 new ha, glass bow window 28/1, 
p9 Gill); Correction 25/2, p26 (ill) 
Glass Reinforced Concrete, Product Feature 
21/1, p46-7 Gil) 
Glasshouses, see Greenhouses 
Gleeds: 
Appointed consultants to lonica for new 
national telephone network 4/3, p12 
Gregory, Jehn, new Senior Partner, Building 
Interview 1/4, p22-3 (ill) 
Gleeson, Jack, of MJ Gleeson, dies 24/6, p10 
(ill) 
Glynn, Martin, chimney sweep, Off Centre 
feature 16/12, p17 Gi) 
GMW Partnership: 
Barclays Bank ho, Architecture Feature 20/ 
5, p39-44 (ill) 
Gould, John, sues John Flavin, UCATT, re 
slander 26/8, p7 
Government Buildings (see also Embassies; 
Offices) 
Building works programme to suffer after 
rental income miscalculation 4/11, p8 
Buildings and the Environment report shows 
departments not meeting energy targets 13/ 
5, pll 
Cabinet Office report plans shake up of 
appointment of consultants and contractors 
3/6, p10 
Civic Architecture feature on the 
government's attitude to good 
architecture 23/9, p5 (Leader), 20-2 Gil) 
DOE to introduce legislation to remove 
Crown immunity from planning consent 18/ 
3, pl2 
Leeds, Quarry House, problems with 
installation of fire dampers 17/6, p10 
London 
Fiasco over nuclear bunker commissioned 
by Lady Thatcher 18/2, p12 
MOD HQ in Whitehall to be refurbished 
10/6, p7 
Parliamentary building: 
Covered courtyard planned 21/1, p8 Gil) 
MPs concerned that delays on Jubilee 
Line extension will affect their new offices 
15/7, p9 
Will use package deal to benefit UK 
cladding firms 16/9, p13 
Public Accounts Committee, report criticises 
government departments’ management of 
major public projects 4/2, p10 
Procurement methods: 
Government Policy (see also Budget, 
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Education: Energy: Environment: Health and 
Social Security; Trade and Industry, 
Departments of) 
Construction divisions of MOD, NHS and 
DOE: Plans to privatise 25/2, p7 
Construction Industry, CIOB survey of 
members shows low opinion of government 
policy 4/11, p7 
Economic policy: Chairman of Taylor 
Woodrow, attacks government's anti-inflation 
strategy 24/6, p15 Gil) 
Environment 
Gummer to promote ‘acceptable 
development’ at party conference 7/10, p9 
FE Colleges, government ends funding 
freeze on new build 1/4, p11 (i) 
Housing: 
Fifteen years of Tories in power equal 
wasted housing opportunity (Raynsford) 
13/5, p22 
Housing associations 
Social housing and homelessness, HOC 
debate (Raynsford) 18/2, p20 
Out of town retail development 
Gummer'’s decision to curb (Moor) 25/2, 
p28 
HOC Environment Committee inquiry 
Opens 25/2, p8 
Report published, crackdown 
recommended 4/11, p8 
Private Finance Working Group set up 7/1, 
pl3 
Procurement policy review, plans approved 
by PM 26/8, p4 (Leader), 5 
Urban Renewal! 
Assessing the Impact of Urban Policy report 
commissioned by DOE, published 24/6, 
pi3 
Government funding to UDCs being 
severely cut over period of years} 11/3, pl0 
Would a change of leader win the 
Conservatives the next election? (Raynsford) 
22/4, p24 
Graduates 
Graduate recruitment numbers up on last 
year 26/8, p7 
Grass surfaces, Product Feature 24/6, p56-6 
GRC, see Glass Reinforced Concrete Greece, 
hotel on island of Hydra 4/2, p10 (il) 
Green Belt, see Planning 
Green Issues, see Environment 
Greenfield sites, see Planning 
Greenpeace, see Environmental Protestors 
Gregory, John, new Senior Partner Gleeds, 
Building Interview 1/4, p22-3 (ill) 
Groves, Ken, visit to Sarajevo for Hope and 
Homes charity, Ken Groves 26/8, p19 (il) 
Guest column 
Institute of Commercial Litigators, can large 
legal firms compete? (Guest) 11/2, p22 
Gummer, John, Environment Secretary 
Appoints Liam O'Connor as special advisor 
on architecture and urban design 18/3, p5 
(Leader), 8 
Building interview 5/6, p5 (Leader), 28-9 (ill) 
Edge of Town developments 
Announces DOE Guidance to be published 
in next few weeks 13/5, p11 (i) 
Clamp down in new PPG13 document 18/3, 


py 

DOE's new policy analysed 26/8, p14 
Hosts private summit to discuss State of the 
Construction Industry report 14/1, p5 
(Leader), 7 
Launches competition to finance, design and 
build Greenwich and Lewisham extension to 
DLR 4/11, p10 
Speech at Tory conference urges planning 
consent based on architectural merit 14/10, 
plo 
To issue White Paper which would restrict 
housing in rural areas 21/10, p5 (Leader), 10 
To use Tory conference to promote 
‘acceptable development’ 7/10, p9 
Winston Grange and Marsham Street Towers 
(Wonders and Blunders) 2/9, p22 (ill) 


H 


Hackett, John, director FCEC, on state of trade 
survey 11/2, p16 Gil) 

Haden Young loses appeal against paying 
damages on Uppark House 29/7, p7 

Hadid, Zaha, design for Welsh National Opera, 
Cardiff: 
To be presented at series of public meetings 
7/10, p9 
Wins competition 16/9, p7 (ill) 

Haddock, Mary, obituary 30/9, p26 

Halifax BS suggests housing recovery grinding 
to a halt 10/6, p7 

Hall & Tawse, plans to open new offices and 
expand others 7/10, p15 

Halls contractors: Barbican Hall interior 
improvements 25/11, p10 (ill) 

Halls of Residence, see Universities and 


Hammersmith and Fulham Council, house 
renovation payments to contractors frozen 4 
2,pi3 
Hammerson and MEPC planning to upgrade 
their property portfolios 2/12, p16 
Handicapped, see Disabled 
Hangars, see Airports 
Hanson 
Beazer flotation will finance expansion in 
housing production 11/2, p15 
Record annual profits 9/12, p16 
Happold, Ted, knighted in Queens New Years 
Honours 7/1, p10 Gil) 
Harbours: 
Mulberry Harbours, D-Day feature 27/5, p18 
9 Gl) 

Harding, Colin: 

CIOB chairman calls for a Construction 
Industry Development Agency to take charge 
of Latham review implementation 18/11, p9 

Harding, Colin (Column) 

Construction must present a better image to 
clients 13/5, p20 

Contractors should not talk down the 
recovery 15/4, p26 

Farewell article on becoming president of 
CIOB 1/7, p24 

Latham review of conflict in the construction 
industry: Sorting out the ideas is the difficult 
part 11/2, p34 

Registration of construction companies, who 
would benefit? 11/3, p26 

The old training systems have broken down 
during the recession 17/6, p26 

Harlow 
Bishopsfield Housing Estate. repair 
programme (Architecture Feature) 17/6, 
p36-9 (ill) 

New Longman hq gets high environmental 
assessment 16/9, p12 
Sainsbury's supermarket 29/7, p7 Gil) 

Harris, Sir Alan, Royal Albert Hall and 
Waterloo International Terminal (Wonders 
and Blunders) 2/12, p20 Gi) 

Harry Russell, conversion of vicarage to private 
housing in Woodley 18/2, p6 

HATS, see Housing Action Trusts 

Hawk Development 
Ludgate development to be completed with 
undulating block 1/4, p7 (iD) 

Hawksworth, Phillip, Heery International, 
project management for Defence Research 
Agency research centre 10/6, p24-5 (ill) 

Health, Department of 
Publishes Environments For Quality Care 
Health in the Community 2/12, p10 

Health and Fitness Clubs, see Sports Centres 

Health and Safety (see also Environment) 
Asbestos 

Scare over need to remove asbestos from 
DOE Marsham Street towers 15/4, p10 
Building Sites (see also Building Failures) 
CONDAM regulations 
ACE to try to overturn implementation 4 
2, p7; 15/4, p13 
Answer to parliamentary question 
estimates costs and savings to industry 2 
12, p10 
Arrangements for transitional relief, and 
scope of the regs (Minogue) 29/4, p26 
HSE internal review may delay Annex 1V 
on site offices 25/3, p12 
Reappraisal of costs and benefits 
Employment Minister to meet HSE over 
growing crisis 8/7, p11 
Feature 1/7, p189 
Employment Minister rules out major 
changes suggested 28/10, p12 
Employment minister tells three 
industry clients of reasons for delay 21 
10, p9 
Frank Duffy writes three times to 
Minister 1/7, p9 
Ordered by Ministers 17/6, p7 
RIBA, insurers and solicitors to send 
paper to Portillo 9/9, p11 Gil) 
RIBA rejects last ditch by HSE to 
endorse new regs 22/7, p10 
Seen as opportunity to change rules by 
industry bodies 24/6, p5 (Leader), 8 
Unlikely to be signed this year 29/7, p10 
RIBA row over memo from building 
control committee 29/4, p5 (Leader). 9 
(ill) 
EU directive that would force change to 240 
Volts would be dangerous 25/11, p9 
Hand-Arm Vibration, HSE Guidance Note 
causes concern 15/7, p13 
HSC Annual Report shows fourth annual fall 
in construction deaths 2/12, p12 
Noise Control Notices in Walter Lilly & Cov 
Westminster City Council 8/4, p26-7 
Railway bridge collapse deaths in 1992 
HSE to prosecute Tilbury Douglas and BR 
1/4, p9 
Tilbury Douglas and BR fined 21/10, p11 





Colleges 





UMIST research into site safety incentives 


28/1, p29 

Mineral Fibre, Germany may reclassify man 

made mineral fibre as carcinogenic 20/5, p9 

Technology feature 3/6, p38-9 

Health and Safety Commission, Annual Report 

shows fourth annual fall in construction 

deaths 2/12, p12 

Health and Safety Executive (see also Health 

and Safety) 

Audit Office report highlights regional 

inconsistencies in prosecutions 18/2, p& 

To meet with Employment Minister over 

growing CONDAM crisis 8/7, p11 

Health Centres and surgeries, see Healthcare 

Buildings 

Healthcare Buildings 

Day Surgery Units, Procurement Cost 

Feature 10/6, p54-60 (ill) 

Environments For Quality Care- Health in the 

Community published by DOH 2/12, p10 

Health Centres and Surgenes 
Community health centre in Barking held 
up as model in Environments for Quality 
NHS design guide 16/12, p9 (il) 
Government pledges to double capital 
spending on primary and community health 
care 18/2, p6 
Six doctor and dentist surgeries planned for 
Thamesmead 7/1, p11 Gil) 7/1, p11 Gi) 

Hospitals 
Chelsea and Westminster Hospital, high 
court prevents health authority suing 
consultants and contractors 20/5, p13 
Fazakeriey Hospital extension, Aintree 
NHS Trust goes against Government 
bidding recommendations 17/6, p9 
Guy's Hospital dispute contributed to 
receivership of Kentz 28/1, p6 
Hong Kong North District Hospital out to 
tender 27/5, p8 Gil) 

King’s College Hospital Critical Care 
Centre, Case Study 11/3, p53-5 Gil) 
London National Hospital for Neurology 
and Neurosurgery 11/2, p8 Gil) 
Malaysia, using Nucleus system to build 
hospitals, Technology Focus 22/7, pS0-1 
Medway Hospital Trust, Gillingham, HLM 
appointed to design new hospital 16/9, p10 
Mildmay Centre Mother and Child AIDS 
unit, Building Dossier 18/2, p25-32 (ill) 
NHS Trust Hospitals, RICS report on capital 
projects 14/10, pil 
Private hospitals, procurement costs 11/2 
p45 (ill) 
Royal Brompton extension 
Contractors and consultants protest over 
exploitation of bidders 23/9, p7 
Shortlist down to two 21/10, p16 
Sir Robert McAlpine tipped to win contract 
16/12, pS 
Royal National Throat, Nose and Ear 
Hospital, daycare throat unit (Case Study) 
10/6, p62-3 Gi) 
St James’ University Hospital 
redevelopment, | ceeds, joint venture 
between NHS and Laing 24/6, p14 
St Leonard's Hospital site redevelopment 
into health facilities and housing 16/12, p 
ai) 
Stepping Hill Hospital Education Centre 
Stockport, Building Dossier 28/10, p41-8 
(ill) 
Treasury private finance panel for NHS 
trusts raises optimism over joint venture 
schemes 4/11, p10 
United Nations proposed hospital in Gaza 
20/5, p13 
Wellington Hospital (North), King’s Fund 
Award for Hospital Design, winner 29/4, p& 
(ill) 
Westmoreland Street acute care heart 
hospital, planning application 11/11, p12 
ai) 
Institute of Child Health Province of Natal 
extension 23/9, p12 (ill) 
Mental Health Centres 
Canning Crescent and Small Heath Mental 
Health Centres, Architecture Feature 18 
11, p34-40 (ill) 

Heathrow airport, see Airports 

Heating and ventilating industry, Special 
Feature 28/10, p56-67 (ill) 

Heating, see Energy 

Heatley, Michael, Westminster Abbey and 
Lioyds Building (Wonders and Blunders) 7 
10. p20 

Heaton Waring 
Portsmouth Historic Dockyard Visitor 
Centre 26/8, p24-7 (ill) 

Heery International, project management for 
Defence Research Agency research centre 
10/6, p24-5 (ill) 

Heliports, see Airports 

Hemel Hempstead, new Tesco Store 14/10. 
pi2 Gil) 

Henry Boot 





London National Hospital for Neurology and 


Neurosurgery 11/2, p& Gil) 
Rise in pre tax profits 21/10, p16 
University of Manchester 
Dismisses Barrett & Sons from job 25/3, p 
High speed dispute resolution should be 
used (Bingham) 22/4, p28 
Loses second round of dispute 8/4, p10 
Henry Cooper Consultants, splits away from 
parent group 10/6, p16 
Henry J Pollard & Sons 
Bndgewater Station refurbishment 
(il) 
Hepworth 
Profits and turnover up but building materials 
dented 30/9, p15 
Heritage, Department of, see National 
Heritage, Department of 
Heritage Centres, see Museums and Galleries 
Heron Homes, bought by Taylor Woodrow 4 
3, p16 (ill) 
Herron, Ron, dies 7/10, p11 (i) 
Heseltine, Michael, MP 
Attacks construction federations at 
Commons reception 17/6, p9 


10, p& 


HGB, profits grow despite mixed performance 
from UK subsidiaries 25/3, p18 
Higgs and Hill 


Business Analysis 14/10, p18 (ill) 





Issue writ against insurance company to 
recover losses over Kentz receivership 24/6 
plo 
Makes profit after two years losses 4/4, p13 
Multi-storey car parks at Lakeside Shopping 
Centre 1, p10 Gi) 
Profits nudged up by pursuing negotiated 
work 7/10, p15 GD 
Rights issue 
Flops because of poor shareholder take up 
1/7, p15 
To finance purchase of plots from ECC 20 
5, pl6 (i) 
St James Garlickhythe church, now fully 
restored after crane damage 17/6, p& (ill) 
Higgs, Chris, Bracken House and 
Embankment Place (Wonders and Blunders) 
26/8, p18-9 (il) 
Hill, Sir Brian, president BEC 
On Newco talks in danger of failing 11 
(ill) 
Outgoing speech BEC calls for unity 2/12 


pid 


py 
Historic Houses 
Coombe Abbey, near Coventry, On Site 29/4 
p28-32 (ill) 
Headstone Manor Pinner enclosed ir 
temporary structure 2/9, p& 
Uppark House 
Haden Young loses appeal against paying 
damages 29 p 
Restoration completed after fire 
(ill) 
HLM 


Given more time to pay off debts under 


pit 


Company Voluntary Arrangement 5/8, p9 
Hoardings 
Islington Council Old Street Arches four 
sided illuminated advertising box at Old 
Street roundabout 
Commissioned 11 pli Gi) 
Completed 8/7, p9 Gil) 
Hochtief to link up with Holzmann 23/9, pit 
Hodgkinson, Cathy. in Partnerships feature 
14/10, p20-5 Gil) 
Holiday Homes, see Houses 
Holland, Marine Simulator ( 
completed 22/7, 5 
Holland, David, MD Wimpey Home 
4. p16 Gi) 


entre Rotterdam 

(ill) 

confirms 
Easter week as best of year 15 

Holliday, David, Admiral Homes 


sales in first week of Jan 14 


N house 
1, p? (ill) 
Holtham, Diana 
Suggestions for how the Woolf review could 
make the legal process faster and cheaper fo 
ply 
female rox 
Feature 15/7, p25 (il) 


Holzmann to link up with Hochtief 2 
4 


construction 16/12 
Holyoake, Claire fer, Snapshot 
), ple 
Home Improvements, see Housing 
Home Owners Warranty ( 
5/11, plo 
Homelessne+ 
Homes, residential, see Housing: Elderly 


orporation in Usa 
tails 


s, see Housing 


Housing: Disabled 
Hong Kong 
Airport 
Construction start package to be approved 
14/1, pl 
Contract list released and funding approved 
8/7. 
Seven British contractors shortlisted 9/9 
plo 
Manpower 2001 Revisited report forecasts 
huge demand for architects 3/9, p! 
National Sports Stadium completed 2 
(ill) 
Honours, see Competitions and Awards 
Hospitals, see Health Buildings 


ad 





Hostels (see also Universities and Colleges) 
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1994 BUILDING INDEX 


Hotels: 
Coombe Abbey, near Coventry conversion to 
hotel, On Site 29/4, p28-32 (ill; 
Greece, hotel on island of Hydra 4/2, p10 (ill) 
London: 
Metropole extension, planning consent 9/9, 
pi3 Gi) 
Orien self-catering hotel, Case Study 4/2, 
p42-3 (ill) 
Park Lane Hilton refurbishment 5/8, p9 (ill) 
Waldorf refurbishment, Styles and Wood 
considering taking Forte to arbitration in 
bid to settle final account 15/4, p13 
Portugal, Lisbon, four star hotel and 
conference centre 30/9, p9 (ill) 
Procurement Cost feature 25/11, p52-9 (ill) 
House-builders, see Housing: Market 
Conditions 
House-Builders Federation: 
Monthly Survey: 
Confirms housing recovery 18/2, p9 
Easter week best week of the year 15/4, p16 
Increasingly optimistic 7/1, p8 
Prices start to slide and incentives return 
18/11, p15 
Sales and Prices regain momentum 27/5, p9 
Start figures up but sales and prices 
depressed 28/10, p18 
Suggests recovery grinding to a halt 10/6, 
7 


Pp 
Protests at DOE plan to make all new 
buildings accessible to disabled 10/6, p11 
Response to DOE Paying for Our Past 
consultation document will reject 
compensation fund and land quality 
statements 6/5, p9 
Request for meeting with Kenneth Clarke 
rejected 15/7, p13; 21/10, p5 (Leader), 10 @i) 
To lobby MPs re danger of stagnating house 
prices 21/10, p5 (Leader), 10 Gi) 
Volume Housebuilders Group to lobby 
minister re planning restrictions 11/11, p14 
ail) 
House rebuilding cost index: 
Abbey National to disassociate premiums 21/ 
1, p8 
Houses (see also Historic Houses; Housing): 
Altrincham family house, Trafford Council 
Building Design Award winner 22/4, p12 (ill) 
Campiello castellated manor house on |OW 
9/9, p10 Gill) 
Futurehouse at FutureWorld exhibition 10/6, 
p10 Gill) 
Housing (see also Building Supplements; 
Houses): 
Brighton, self-build housing development 
wins Housing Project Award 13/5, p10 (iil) 
Broadstairs, Charleston Court flats 15/7, p10 
Building Homes, Building supplement 28/1, 
p4 (Leader), 41-58; 1/4; 27/5; 29/7; 30/9, 25/ 
ll 
Disabled: 
Red Cross House Irvine, wins Eric Lyons 
Housing Award 21/1, p11 (ill) 
Victoria Flats, Building dossier 21/1, p35-42 
(ill) 
FutureWorld exhibition opens in Milton 
Keynes 10/6, p10 (ill) 
Gateshead, Windmill Hills Estate 
redevelopment 12/8, p9 (ill) 
Government Policy: 
DOE draft explanatory note on planning and 
affordable housing (Moor) 22/4, p26 
DOE to produce Green or White Paper on 
stimulating private rented homes sector 25/ 
11, p7 
Harlow, Bishopsfield Housing Estate, repair 
programme (Architecture Feature) 17/6, 
p36-9 (ill) 
Homelessness: 
Homeless Persons Act, proposed 
amendment (Raynsford) 21/1, p22 
Housing starts: 
Public down, but private sector up 13/4, p15 
Rate of increase slowing 8/7, p15 
Rise in activity 9/9, p18 (ill) 
Starts and sales fall back after summer peak 
9/12, p15 
Still rising although sales may not be 17/6, 
pl6 
Up on last year 14/1, p9 (ill) 
Inner cities, EP to be pressed by 
housebuilders to make housing a priority in 
corporate plan 24/6, p11 
Institute of Housing conference, preview 
(Raynsford) 10/6, p28 
Labour Party: 
Housing and Social Justice report 
recommends setting up housing bank 13/5, 
plo 
Housing would be top of agenda if Labour 
came to power 2/9, p7 
Secure Homes 2000 paper will aim to 
liberate housing land 8/7, p5 (Leader), 13 
Land: 
Price rise as housebuilders rush to buy 29/ 
4,pll 








Local authority: 
Arm’s length companies could raise private 
finance for upgrading council houses 
(Raynsford) 18/3, p29 
London: 
Bow Housing Action Trust to redevelop 
three council estates 28/1, p10 
Barkantine Estate, Isle of Dogs refurbished 
under Estate Action Programme 11/2, p7 
Chalkhill Estate Brent: 
Five consortia shortlisted to carry out 
redevelopment 18/2, p12 (ill) 
Wimpey scheme: 
Feature 22/4, p20-1 (ill) 
Wins competition 15/4, p5 (Leader), 14 
(ill); 22/4, p10 
Chelsea Barracks, tenders invited for 
refurbishment of tower blocks 16, 9, p9 (ill) 
Fountain Mews, Haverstock Hill 2/9, p12 
dill) 
Herbal Hill half-built office block to be 
completed as flats 7/1, p7 (ill) 
Mozart Estate, Westminster, Alice Coleman 
appointed advisor 18/3, p10 
Muswell Hill, flats and maisonettes for Kush 
Housing Association 1/7, p13 (ill) 
Nightingale Heights, Woolwich, 
refurbished 1/4, p9 (ill) 
Notting Hill Housing Trust scheme 13/5, 
pli 
Peabody Trust plans 3000 new build and 
refurbished homes in London 26/8, p8 
Petros Gardens, West Hampstead 28/10, 
p10 Gil) 
Regent's Canal, seven-storey apartment 
building, planning permission 10/6, p8 
St George's Church, Peckham, conversion 
to thirty flats 25/11, p7 Gi) 
Seaman's mission in Limehousee 
conversion to flats: 
Begins 29/4, p10 (ill) 
Completed 18/11, p7 Gi) 
Schonfield Square, for Jewish Community, 
Building dossier 12/8, p25-32 (ill) 
Southwark: 
Public-private consortium to regenerate 
one of most blighted areas: 
Laing chosen as private partner 12/8, 
pl2 
Proposal 14/1, p9 
Row over redevelopment competition for 
five estates 13/5, p7 (ill) 
Sovereign View docklands development to 
be completed a year early 21/10, p17 (ill) 
Stonebridge Estate Brent, residents vote to 
set up HAT 8/4, plo 
West Silvertown urban village: 
Wimpey Homes and Barratt consortium 
invited to make financial submissions 6/5, 
po 
Wimpey wins contract 29/7, p10 
Winterton House refurbishment, 
technology focus 4/11, p36-40 (ill) 
Wornington Estate, Kensington, entrance 
extension 8/7, p11 (ill) 
Maintenance, Institute of Environmental 
Health Officers annual report discusses 
housing repair 9/9, p12 
Market Conditions: 
Housebuilders: 
Barratt, Sir Lawrie, predicts house price 
rises this year and next 18/3, p14 (ill) 
Biame flat September sales on rate rise 
30/9, p9 
Fear OFWAT limit on water connection 
charges will cause embargoes by water 
companies 5/8, p10 
Flotation Fever, Business Analysis 11/3, 
p17 ql) 
Glenigan market survey shows fall in 
planning consents 14/10, p17 
Halifax and HBF suggest recovery 
grinding to a halt 10/6, p7 
Housing Market survey by RICS shows 
sales static 21/10, p10 
Nationwide figures show price fall last 
month 8/7, p14 
Natwest Securities downgrades forecast 
for house prices 24/6, p15 
Panmure Gordon forecasts housebuilding 
will bolster profits of contractors 28/10, 
pls 
Starting to raise prices 11/3, p5 (Leader), 
15 
Top housebuilders confirm Easter week 
as best of year 15/4, p16 (ill) 
United States, sales return to near boom 
figures 11/2, p13 
Housing Market, what caused it to collapse? 
(Pawley) 8/4, p16 
New Settlements: 
Solihull, village on outskirts, outline 
planning application 27/5, p9 
Planning: 
DOE to issue White Paper which would 
restrict housing in rural areas 21/10, p5 
(Leader), 10 





Joseph Rowntree report Inquiry into 
Planning for Public Housing: 
Published 24/6, p10 
Review (Moor) 29/7, p29 
Renovation grants under review, small 
builders protest 22/4, p10 
Repairs, National Housing Forum report 
Papering Over the Cracks 3/6, p9 
RIBA! /Galhup survey on new housing shows 
public want more modern homes 28/10, pS 
(Leader), 13 
Scottish Homes, fails to use one third of 
government social housing grant 29/4, p9 
Social Housing: 
BMP working party to spearhead rented 
housing incentives 25/3, p13 
CIC and CIEC plan to set up quoted 
trusts for refurbishment of rented homes 
10/6, p7 
Director of Mark Oliver Homes tells DOE 
that direct grants to builders could 
quadruple low-cost homes 9/12, p12 
HA funding cut by £300m in Budget 2/12, 
p5 (Leader), 9 
Housing Corporation Chairman warns of 
social sector recession 18/2, p9 (ill) 
Social housing and homelessness, HOC 
debate (Ravnsford) 18/2, p20 
Space Standards: 
NFHA and Housing Corporation minimum 
space standards proposal: 
Discussions re desirability 30/9, p11 
Steps up campaign to bring back 
standards 16/12, p9 
Volume Housebuilders Group of HBF to 
lobby minister re planning restrictions 11/11, 
pl4 Gill) 
Watford, 310 dwellings converted from 
Victorian orphanage 11/3, p12 
Woodley, conversion of vicarage to private 
housing 18/2, p6 (ill) 
Housing Action Trusts: 
Bow Housing Action Trust to redevelop three 
council estates 28/1, p10 
Liverpool refurbishment proposal, costs to be 
investigated 12/8, p11 
Stonebridge Estate Brent, residents vote to 
set up HAT 8/4, p10 
Housing Associations (see aiso Housing 
Corporation): 
Audit Commission to study housing 
associations’ procurement costs 23/9, p13 
DOE reconsiders proposal to pay grants 
direct to developers 14/10, p8 
Fear grant cuts in 1995 will drive away private 
lenders 5/8, p7 
Housing Corporation Chairman warns of 
social sector recession 18/2, p9 (ill) 
New Homes in the 1990s: a Study of Design, 
Space and Amenity, Joseph Rowntree 
Foundation report rejected by HAs 22/7, p13 
NFHA calls meeting re preservation of 
Housing Association Grant 27/5, p9 
Public Accounts Committee report on 
Housing Associations’ financial management 
6/5, p10 


Warn HC that spending limits per unit may be 


too low next year 12/8, p9 

Housing Corporation (see also Housing 
Associations): 
Annual report shows targets exceeded 22/7, 
pl4 
Audit Commission to study housing 
associations’ procurement costs 23/9, p13 
First Annual Conference 18/2, p9, 16-7 (ill) 
Funding cut by 300m in Budget 2/12, p5 
(Leader), 9 
New rules for Housing Corporation money 
leads to wasted resources and poor design, 
First Person column 25/11, p26 
Pearse, Sir Brian, chairman: 

Building \aterview 2/9, p26-7 (ill) 
First major speech 17/6, p8 

Seeks lower cost German loans to save 
money 15/7, p17 (ill) 
Spending limits per unit may be too low next 
year 12/8, p9 

Housing Cost Index 7/1, p12; 4/2, p15; 4/3, 
p15; 1/4, p12; 13/5, p14; 3/6, p14; 1/7, p15; 5/ 
8, p14; 2/9, p15; 7/10, p14; 4/11, p5 (Leader), 
16; 2/12, p15 

Housing Projects: 
Manchester Dunlop Buildings student 
accommodation 7/10, p11 (ill) 

Housing Renovation grants under review, 
small builders protest 22/4, p10 

Housing Starts, see Market Conditions: DOE 
Statistics; Housing 

Howell Killick Partridge & Amis: Chaucer 
College, Canterbury, Building dossier 15/4, 
p31-8 Gill) 

Huddersfield: 
Kirklees Riverside stadium, On Site 27/5, 
p30-4 (ill) 

Hudson, David, McBains Cooper, reaction to 
Latham review 22/7, p16 

Hughes, Evan: 





Marble Arch area rethink competition first 
prize winner 1/7, p7 (ill) 

Hull, University of Hull, new Institute of 
Chemistry in Industry and Language Institute 
21/10, pi2 

Hunt, Anthony, Sidney Opera House and Le 
Patais d’ Abraxas (Wonders and Blunders) 1/ 
7, p24-5 Gil) 

Hunt Thompson: 

Schonfield Square housing for Jewish 
Community, Building dossier 12/8, p25-32 
ail) 

Thomp John, founding partner, leaves to 
set up new practice 9/12, p8 

Hutchinson Studio scheme for ‘people's palace’ 
Buckingham Palace 26/8, p6 

Hutt, Dr Sarry, Director WS Atkins, on 
transfer of local authority design departments 
to WS Atkins 18/3, p5 (Leader), 20-1 Gil) 

Hynes Construction 
Hindu Temple, London NW10, On Site 25/11, 
p34-9 (ill) 





I 


IB Construction, Broadfield House Glass 
Museum extension, Dudley 9/12, p8 (ill) 
Ibstock tipped as likely buyer for Salveson 
Brick 25/11, p16 
Imagination, hq christmas decorations 2/12, 
pl3 Gi) 
Incorporated Society of Valuers and Engineers 
Index to Building 1993 7/1, p47-72 
India: 
Indian trade mission 
Arranged by DTI 30/9, p6 
Six contractors to be represented 28/10, 
pill 
Move to free market economy will 
produce potential for UK construction 22/4, 
pl6 
Indonesia 
DOE to set up working group to identify 
opportunities 10/6, p16 
Special Feature on work opportunities 1/7, 
p32-9 (ill) 
Trafalgar House wins large contract for toll 
road 28/10, p17 
Industrial action, see Labour, Strikes 
Industrial Buildings: 
British Airways Avionics Maintenance Plant, 
South Wales 28/1, p22-3 (ill) 
Reading Construction Forum, to be formed to 
improve UK industrial and commercial 
buildings 20/5, p5 (Leader), 11 
Russelsheim, Germany, new hq for Opel 14/ 
1,pl1 Gi) 
Samsung factory project 
Shortlist of five 21/10, p9 
Shortlist down to three, with Trafalgar 
House as favourite 4/11, p7 
Supersheds, Special Feature 15/4, p41-5 (ill) 
TV components plant near Cardiff, tender 
documents to go out 12/8, p7 
Industrial Injuries Scheme, contractors 
concerned about insurance costs if 
government decides to scrap it 18/11, p10 
Inflatable Roofs, see Roofs 
Information Technology, see Computers 
Infrastructure, see Planning 
Inland Revenue: 
Nottingham HQ: 
Completed on time and under budget 12/8, 
pl! Gil) 
Feature 28/10, p20-1 (ill) 
Plans change of taxation to previous year 
basis for self-employed 9/9, p5 (Leader), 12 
Plans to slash eligibility for 714 exemption 
certificate 17/6, p13 
Self-employed and employed staff: 
Hew the Inland Revenue sees the difference 
(Bingham) Part 1 20/5, p26; Part 2 27/5, 
peo / 
Inland Revenue to issue guide for 
employers 28/10, p11 
Valuation Office Property Market report 
Shortages drive up South East prices 
despite national slowdown 2/12, p15 
Shows big rise in land prices 10/6, p8 
Inner Cities, see Urban Renewal 
Insolvency: 
Construction firms still lead DTI business 
failure league 13/5, p9 
Insolvent Partnership Order will offer new 
options to struggling partnerships 23/9, p10 
Pre-contract steps to protect against 
employer insolvency (Davis) 4/3, p24-5 
Private Members Bill tries to introduce lien 
system 29/4, p7 
Institute of Clerks of Works: 
President advocates abandoning QA in favour 
of apprenticeships 28/1, p10 
Institute of Commercial Litigators: 
Attempts to break solicitors’ monopoly 
greeted with intimidation 29/7, p11 
Can large legal firms compete? (Guest) 11/2, 
p22 
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Director sets out explanation of how it will 
work 5/6, p26 
Formed 21/1, p5 (Leader), 8 
Will it provide a good service? (Bingham) 11 
2, p28 
Institute of Environmental Health Officers 
annual report discusses housing repair 9/9 
pl2 
Institute of Housing, see Chartered Institute of 
Housing 
Annual conference, preview (Raynsford) 10, 
6, p28 
institute of Neurology. new laboratory in 
London 22/7, p12 
Institution of Civil Engineers 
New Engineering Contract 
Latham recommendation viewed with 
doubts by users 12/8, p10 
Reviewed 12/8, p5 (Leader), 16-7 
Institution of Professionals, Managers 
and Specialists, see Property Services 
Agency 
Insulation, see Energy: Sound Insulation 
Insurance (see also Liability) 
Employers’ liability insurance. raised costs 
will affect practices 16/9, p11 
House rebuilding cost index 
Abbey National to disassociate premiums 
1, p8 
Industrial Injuries Scheme: Contractors 
concerned about insurance costs if 
government decides to scrap it 18/11, p10 
Lebanon, Export Credit Guarantees 
Department restores cover 28/1, p5 
Performance Bonds 
Association of British Insurers drafts 
model performance bond 10/6, p13; 2/12 
p13 
Bonds imply distrust (Klein) 9/9, p38 
DOE commissions law firm to draw up 
model for all government departments 5/8, 
ps 
On-demand bonds are unnecessary and all 
bonds should be simpler (Minogue) 9/9. 
p3s 
Professional indemnity insurance 
Affect on sole practitioners of making 
compulsory 4/3, p18-9 (ill) 
IR consultative document suggest no tax 
relief on Pl payments 15/7, p8 
RIBA to end joint venture with APIA 
Directors of RIBA Insurance Agency 
resign 10, 6, p10 
Notice given 27/5, p8 
RIBA to vote on compulsory P1 11/2, p8 
RICS plans to ditch recommended broker in 
favour of direct link with Lloyds 4/3, p7; 11 
3. pe 
Warranties 
Home Owners Warranty Corporation in 
Usa fails and NHBC fears similar problems 
25/11, plo 
NHBS house warranty scheme 
Court of Appeal upholds ruling on 
Buildmark and Rule 12 28/1, p5 
Zurich Municipal, gains registration of 61 
Poundbury homes with its insurance 
schemes 15/4, p9 
Interest Rates, see Market Conditions 
International Convention Centre, se¢ 
Birmingham 
Internet, see Telecommunications 
Interviews, see Building Profiles and Interviews 
lonica, appoints Gleeds and Currie & Brown as 
consultants for new national telephone 
network 4/3, p12 
Iran, MDL International designs twin office 
blocks in Tehran 14/1, p12 
Isherwood, Jeremy, on the problems of sole 
practice 4/3, p18 (ill) 
Isle of Wight: Campiello castellated manor 
house near Yarmouth 9/9, p10 (ill) 
Islington Council, Old Street Arches four-sided 
illuminated advertising box at Old Street 
roundabout 
Commissioned 11/3, p11 (ill) 
Completed 8/7, p9 Gill) 
Israel, peace settlement likely to result in new 
construction 12/8, p14 
Ives, Francis, chairman Cyril Sweett on 
acquisition by Chesterton 16/12, p5 (ill) 


J 


J Murphy & Sons, Thames Water Ring Main 
Tower, completed 4/11, p7 (ill) 

James Longley 
Ambika Paul Children’s Zoo, London Zoo, 
opens 5/8, p11 (ill) 
Finsbury Barracks, Territorial Army Building 
25/2, plo 
North Pole International Depot, shed for 
maintaining Channel Tunnel trains 21/1, p10 
ail) 

James R Knowles to advise on spiralling cost of 
British Library 29/7, p10 


School extension, RIBA Regional Awards for 
architecture, winners 4/11, p11 Gi) 
Japan 
British delegation to investigate research and 
development methods 9/9, p12 
DTI trade mission, report on housebuilding 
2/12, p33 
Kandu Institute of Foreign Languages, mock 
tudor village 21/10, p11 Gil) 
Kansai International Airport opens 2 
(ill) 
National Auditorium, Yokohama 9/9, p11 (ill) 
To allow foreign bids on large projects 28/1 
pli 
see Contracts 
Jefferson, Brian: Taj Mahal and Forte Crest 
Heathrow (Wonders and Blunders) 12/8 
p22-3 (ill) 
Jenkins, William, to be sued by Spurs football 
club re refurbishment of East Stand 14/1 
p10 
Jiricna, Eva 
Imagination Building and Shell Centre 
(Wonders and Blunders) 17/6, p26 (Gi) 
J) J McGinley 
Victoria Flats, Building dossier 21/1 
ail 
] Kennedy & Co, Magee College 
Ulster, Quality Brickwork Award winner 24 
6, p36-49 (ill) 
John Barker Construction ( 
British Museum Hirayama Studio for 
restoration of oriental art 9/12, p38-9 (ill) ( 
John Laing Construction, see Laing Attitudes outlined at anm 
John Lelliott 10, p8 
Uppark House, restoration completed after 
fire 22/7, p10 Gill) Leader) 
John R Harris, Woolwich former Royal Arsena Envi 
site military museum 15/4, p& ‘ 
John Seifert Lid to sue receivers re share of H 
Archimed shares 14/1, p6 
John Winter & Associates re 
Portsmouth Historic Dockyard Visitor 
Centre 26/8, p24-7 (ill) 
Johns Partnership, legal battle over stables and 
house 11/2, p13 
Johnson, Steve 
builder, Snapshot Feature 
Johnson & Bailey, receivership 25/2, p5 I 
(Leader), 8 upport 
Joinery, Foresite Procurement Feature 
p324 
Joint Contracts Tribunal, see Contracts 


on secret shortlist of bidders 4 
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»/ 8, p20 (ill) 
Kyle Stewart 
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Makes loss, but 
New Tesco Store 
p12 (ill) 

Public Rex 
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p34-8 (il 
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Defence Research Age 
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pli Gi) 
see Staff 


University of | 5/11 
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Economic policy unveiled 

18-9 (ill) 
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3/9, p27 


inancing Infrastructure 


s joint publix 


Industry leaders court 


run-up to electior 
Joint Forecasting Committee Quarterly 
Forecasts 28/1, p14-5; 8/4, p12; 8/7, p14 
Joint Venture Schemes, see Planning ’ 
Jones, Robert, new Under Secretary for the 
environment 
Appointed 29/7, p8-9 (ill) 
Building interview 4/11, p32-3 (il) 
Launches government review of 
procurement system 16/9, p8 (ill) 


outlaw design and build 
Laing 

Ashford Rail Link Intert " 
year from completion 11/11 
Ashgabad airport 
Feature 4/11, p18&21 (il 
Opens 28/10, 1 
British Airways 
South Wales 28 


To consider changes proposed by RICS. 
RIBA and ICE 21/10, p& 

Jordan 
Peace settlement likely to result in new 
construction 12/8, p14 

Joseph, Lord, director of Bovis, dies 16 


p2 Il) 
p. 


12, p9 
winnet We4y 


4/6, p ill) 
Inland Revenue HQ Nottinghar 


and 


Joseph Rowntree report Inquiry into Planning 
for Public Housing 
Published 24/6, p10 
Review (Moor) 29/7 

JT Design and Build 
Business Profile 11/2, p17 @i) 

Jubilee Line, see Railway Lines: Railway 
Mations 


K 


Kent, Leslie, analyst, gives his feelings for 
1994, Business Analysis 4/2, p17 (ill) 
Kentz C&M, receivership I 
Begins 28/1, p5, 6-7 (ill) 
Higgs & Hill issue writ against insurance 
company to recover losses 24/6, p10 
Reactions of subcontractors 4/2, p18-9 (ill) 
SHK Services 
Gets financial backing and changes name t ove 
Meica 21/10, p18 Gill) Shares f 
Set up by three ex Kentz directors 11 
Two banks oppose rescue plan 4 
Kered, young building firm with tripled 
turnover, Off Centre feature 28/10, p25 (ill) | 
Kew, Public Record Office extension, On Site l 
30/9, p34-8 (ill) 
Kier Design & Build: Birmingham, Jewellrey 
Quarter station on new Snow Hill Line 8/4, p9 
Kier Group 
Profits up but flotation postponed 30/9, p14 
Wins contract for road improvements and 
Dee Estuary Bridge 26/8, p8 
Kiewit Construction, Joslyn Art Museum 
extension, Nebraska 9/12, p11 (ill) ‘ 
Kimbell Construction, goes into receivership Reprieved 11 
15/7, p8 DLO« 
Kings Cross Scheme, see Mixed 
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Constructors Liaison Group, to lobby 
Gummer re need for legislation on Latham 
report 16/12, p7 
DOE and Treasury fight over 
implementation job 22/7, p7 
DOE weighing up options for legislation 
9/12, p5 (Leader), 10 
How does Sir Michael Latham expect to 
achieve the 30% reduction in construction 
costs?, First Person column 25/11, p25 
ail) 
Latham, Michael, describing progress on 
implementation of his review 7/10, p26 
(ill) 
May be implemented by quango modelled 
on Australian CIDA 29/4, p5 (Leader), 7 
Members of CIPS want to form 
implementation forum 15/7, p7; 12/8, p8 
Recommendation for a bill to outlaw unfair 
contract conditions (Masons) 16/9, p39 
Publication preview 1/7, p7 
Published, with title of Constructing the 
Team: 
Bovis Construction gives vital 
endorsement 5/8, p5 (Leader), 7 
Construction Contracts Bill proposal, 
mirrored in USA 5/8, p26 
Latham's synopsis of proposals 22/7, p18- 
9 Gi) 
Reactions of contractors, clients, 
consultants 22/7, p8-9 (ill) 
Reactions of four company directors 22/7, 
pl6 
Reactions of Government Ministers and 
industry leaders 29/7, p5 (Leader), 89 
(ill) 
Summary of key recommendations 22/7, 
p5 (Leader), 20-1 
Responses: 
BPF and CIPS call for cheaper buildings 
on time 27/5, p13 
CIEC: 
Calls for training grants and levies 24/6, 
pl3 
Demands security of payment 10/6, p9 
Slates Whitehall procurement methods 
17/6, p10 
RIBA calls for restoration of their role 3/6, 
plo 
Similar report by Banwell in 1964 
(Bingham) 8/7, p28-9 
Specialist Engineering Contractors Group 
calls for industry watchdog 1/7, p12 
Trafalgar House supports payment 
procedure suggestions 2/9, p9 
Sorting out the ideas is the difficult part 
(Harding) 11/2, p34 
Latham, Sir Michael (Column): 
Annual parliamentary orders on raising of 
CITB levy, reflections on debate 4/3, p22 
BRE privatisation would undermine its 
effectiveness 26/8, p18 
Budget, review of measures 7/1, p16 
Construction industry should be preparing 
taxation proposals for next budget 4/2, p22 
Construction organisations should 
encourage all their MP consultants to meet 
29/4, p24 
Marlows annual conference, review and 
lessons for industry 1/4, p18 
Members o/ Parliament, how to influence 
them 4/6, p24 
Mineral Planning Guidance 6, issued 27/5, 
p25 
Law (see also Contracts; Legal Cases) 
Arbitration 
Arbitration, ADR or Official Referees’ 
Court, which is best? (Bingham) 9/9, p36-7 
Arbitration, litigation and ADR (Bingham) 
11/3, p30 
Arbitration Act 
Draft should be rewritten in plain English 
(Bingham) 29/4, p26-7 
Specific legislation for adjudication would 
be better than proposed Arbitration Act 
(Bingham) 1/7, p28-9 
Arbitration awards, should details be 
published? (Minogue) 22/7, p23 
Arbitrator should be brought in at earliest 
possible moment (Bingham) 25/2, p32 
City Disputes Panel, its formation and likely 
success (Bingham) 13/5, p24 
Critique of Latham’s ideas on arbitration 
(Bingham) 28/1, p20 
Debate on Alternative Dispute Resolution at 
King’s College (Bingham) 11/11, p30-1 
Disclosure of relevant documents in civil 
litigation (Masons) 21/10, p37 
Does arbitration deliver what it promises? 
(Akenhead) 18/2, p23; reply 25/3, p29 
JCT DOM/1 and NSC 4 adjudication 
provisions are almost identical 22/4, p28-9 
Joint arbitration against client in MJ 
Gleeson Group pic v Whyatt of Snetterton 
Ltd 11/11, p31 
Stay of proceedings under the Arbitration 
Act 1956 (Masons) 18/11, p31 








Western Circuit Arbitration, formation is 
step forward for fast and cost-effective 
arbitration (Bingham) 18/11, p30-1 
Competitiveness: Helping Business to Win. 
White Paper, will help construction industry 
27/5, p7 
Construction Contracts Bill proposal in 
Latham review, mirrored in USA 5/8, p26 
Construction Industry Council, responds to 
Woolf inquiry with call for increased powers 
for judges 25/11, p13 
County Court judgement forged by solicitor's 
assistant (Bingham) 24/6, p28 
Damages claims for drop in market value, two 
recent cases 13/5, p24-5 
Deregulation and Contracting Out Bill 
published 21/1, p9 
Fire Precautions Act 
Fire Safety Legislation and Enforcement, 
report by Interdepartmental Review 
Team: 
Proposes radical changes to Building 
Regs and FPA 1/7, p12 
Response from CIC 4/11, p12 
Home Office secret review comes to light 
11/3, pil 
Review announced by Michael Heseltine 
21/1, p9 
Homeless Persons Act, proposed 
amendment 21/1, p22 
Housing and Urban Development Bill 
Insolvent Partnership Order 23/9, p10 
Latent Damage legislation (Akenhead) 15/ 
4, p28 
Woolf review of civil justice system: 
Construction Industry Council responds 
with call for increased powers for judges 
25/11, p13 
Suggestions for making the process faster 
and cheaper for construction (Holtham) 16/ 
12, p19 

Laxmanbhai Construction (UK): Hindu 
Temple, London NW10, On Site 25/11, p34-9 
(ill) 

Layzell, Harvey, Stone mason with J Layzell & 
Sons, Off Centre feature 21/10, p27 (ill) 

Lea Valley, partnership of six councils seeking 
private investment for business and leisure 
developments 11/3, p13 

Lead Times: 

Andrew Smith, MD Redland Bricks, suggests 
no increase in production despite 
lengthening delivery times 1/7, p15 (il) 

Bovis says brick shortages adding four weeks 
to construction times 12/8, p13 

Brick stocks plunge 5/8, p15 

CIPS survey shows lengthening delivery 
times 3/6, p14 (ill) 

Foresite Procurement feature 4/2, p36-41 
(ill); 1/4, p5 (Leader) , 30-4; 3/6, p32-6; 29/7, 
p42-6; 7/10, p54-8 

Sir George Young denies brick shortage fears 
of MP John Spellar 8/7, p14 (ill) 

Leaders 
1994 was the year to eliminate the negative 
16/12, p4 
Architectural competitions acting as mask for 
low fee bids 1/4, pS 
BBC Design Awards, News and Current 
Affairs hq and One Foot in the Past series 10/ 
6, ps 
BEC proposals on Late Payment of 
Commercial Debt 15/4, p5 
BRE dismisses sell-off threat 22/4, p5 
Brent Council and the Chalkhill Estate 
competition 15/4, p5 
BSL, is it fulfilling its role? 2/12, p5 
Building/Gallup survey 24/6, p5 
Building materials price rises 4/11, p5 
Capita buys Beard Dove 7/10, p5 
CCT for local authorities, what will it mean? 
18/3, pS 
Christmas parties, why not find the money to 
treat the staff 16/12, p4 
CITB 

Contractors want radical shake-up and 

removal of levy 11/2, p5 

Launches new training policy 11/11, p5 
CONDAM regs 

Are they a good thing? 29/4, p5 

Delay gives time for rethink 24/6, p5 
Construction cost-cutting, who gets the 
benefit? 5/8, p5 
Construction Development Board would be 
good to implement Latham report 29/4, p5 
Construction Industry Development Agency 
16/9, pS 
Crash conference on single homeless 10/6, 
ps 
Environmental protestors, what can 
contractors do? 18/11, p5 
Ferris wheel plan for Millenium project 9/12, 


po 

French buildings putting UK to shame 15/7, 
po 

Government scrutiny review of fire 
regulations 6/5, p5 





Government's attitude to architecture for 
civic buildings 23/9, p5 
Gummer's sermon on sustainable 
development should be heeded 6/5, p5 
Gummer’s survey of RIBA and PM's approval 
of procurement review 26/8, p4 
Hazards of tendering, benefits of Partnering 
5/8, pS 
Head of CIC and CIEC monthly visit to 
Chancellor 14/1, p5 
Heathrow tunnel collapse will test NEC 28/ 
10, p5 
High costs and chaos of UK construction 
industry 15/7, p5 
House prices starting to rise 11/3, p5 
Hulme and Waltham Forrest housing 
regeneration 28/1, p4 
Institute of Commercial Litigators 21/1, p5 
JCT, RIBA vetoes new clause on cost-saving 
ideas 25/2, pS 
Jobhunters may get hope from RICS survey 
4/11, p5 
Johnson & Bailey receivership 25/2, p5 
Jubilee Line delays 8/7, p5 
Labour Party Secure Homes, 2000 paper 8/7, 
ps 
Labour rates starting to creep up 11/3, p5 
Large US consultants looking to join forces 
with UK firms 18/2, p5 
Latham review: 
Anticipation sparks otf several initiatives 
27/5, p5 
Legislation needed to back up the shift in 
attitude 9/12, p5 
Now let's get on with it 5/8, p5 
Reaction to publication 22/7, p5 
Lead times in Foresite feature 1/4, p5 
Letter from disillusioned building graduate 
21/1, pS 
Letter to the imaginary editor of Building in 
the year 2094 14/1, p5 
Malaysian trade ban 4/3, p5 
MOD procurement hq running late 9/9, p5 
Montrose / Building salary survey 8/4, p5 
Morale and motivation amongst staff 11/2, p5 
Morgan, Steve, Redrow Group, success story 
4/2, p5 
Motorway service stations 4/3, p5 
National approved contractors list, plans 
being drawn up 28/1, p4 
New Engineering Contract 12/8, p5 
New orders plunge, materials prices pegged 
18/11, p5 
NewCo umbrella organisation 
Launch agreed by BEC and FCEC 3/6, p5 
Launched 16/9, p5 
Proposal rejected by FMB 4/2, p5 
Oversupply of architecture students 1/7, p5 
Peoples Palace idea of Heritage Secretary 12, 
8, p5 
Perspectives launched and Gummer appoints 
new advisor 18/3, p5 
Phoenix companies 13/5, p5 
Planning policies and politics 14/10, pS 
Prince Charles's ‘Carbuncle’ speech, its effect 
ten years on 3/6, p5 
Private Finance Initiative will not make up for 
cuts in roads and HC budgets 2/12, p5 
Privatisation of local authority design 
departments 18/2, p5 
Procurement, major clients experimenting 
with new methods 11/11, p5 
Public/ private funding of projects, will it ever 
work? 17/6, p5 
Queens Birthday Honours 17/6, p5 
Reading Construction Forum may stand 
chance of success 27/5, p5 
Recession 
All indications that ice is melting 7/1, p5 
Evidence of recovery all round 25/3, p5 
Renzo Piano's views on architecture from the 
New Yorker 26/8, p4 
Review of conflict in the industry, interim 
report 7/1, p5 
RIBA director general Alex Reid and the JCT 
copyright question 1/7, p5 
RIBA revised fee scales 21/10, p5 
Salary survey shows pay rises are imminent 
9/9, p5 
Self-employed to be taxed on previous year 
basis 9/9, pS 
Simms, Neville, contractors should partake in 
the PFI 23/9, pS 
Skills shortages and lack of trainees 20/5, p5 
Specification changes down the chain 2/9, p5 
Survey shows public unexcited by bland 
housing design 28/10, p5 
Swing away from project and contract 
management may be in the air 25/3, p5 
Top 10 contractors should be hiring now, not 
firing 13/5, p5 
Treasury, friend or foe of the construction 
industry? 14/10, p5 
Voters do not want more roads, or houses in 
their backyard 21/10, p5 
WEB training centre for women in 
construction opens 7/10, p5 





What is the relevance of the present pay 
bargaining system? 27/5, p5 
What Makes a Good Building? Published by 
RFAC 22/4, p5 
Leatherhead, new offices for Brown and Root 
7/10, p7 Gi) 
Lebanon 
British contractors put off tendering for 
rebuilding by prequalification procedures 6/ 
5, pl4 
Export Credit Guarantees Department 
restores cover 28/1, p5 
Leeds 
First Direct, Leeds operations centre 25/11, 
pi2 Gill) 
Leeds Crown Court to begin 4/11, p8 Gi) 
Leeds United Football Club East Stand 4/3, 
ps (ill) 
Leeds University Sentinel Towers housing 
complex 27/5, p11 GiD 
Quarry House government offices, problems 
with installation of fire dampers 17/6, p10 
Royal Armouries Museum, Clarence Dock 
Leeds 22/4, p7 Gill) 
Shops and shopping centres 
Tetley Brewery Visitor Centre 13/5, p8 Gill) 
Legal Cases (see also Contract Disputes; Law) 
Balfour Beatty Construction (Scotland) v 
Scottish Power, Case Study 29/4, p26-7 
Banques Bruxelles Lambert v Eagle Star 
Insurance and Others, Case Report 15/4, p29 
13/5, p24-5 
Barclays Bank v Fairclough Building. 
contributory negligence by the client 27/5, 
p26; (Akenhead) 10/6, p33; (Case Report) 
24/6, p28 
Beoco Lid v Alfa Laval Co Lid, Assessing 
damages caused by builder's breach of 
contract (Minogue) 26/8, p23 
Cambridge Water Company v Eastern 
Counties Leather (Masons) 14/1, p21-2 
Campbell v Meacocks, latent damages 
(Akenhead) 15/4, p28 
Costain Building & Civil Engineering v 
Scottish Rugby 
Case Report 18/2, p23 
Use of Arestments in construction disputes 
(Morrison) 25/2, p34 
Crown Estate Commissioners v John 
Mowlem & Co Ltd, unsatisfactory work and 
final certificates (Minogue) 2/12, p25 
Croydon Borough Council v Gladden and 
another, Case Report 18/3, p31 
Damages case of Anthony Taylor, EH Cardy 
and the pub-to-hotel conversion (Bingham) 
25/3, p28 
Darlington Borough Council v Wiltshier 
Northern Lid, defect liability (Helps) 28/10, 
p33 
David DK Wong v Ratesharp Ltd (Trading as 
Queenstar Building Services) and Others 
(Bingham) 14/10, p38-9 
DSL Group v Unisys International & others 
(Bingham) 24/6, p28 
Henderson and Others v Merrett Syndicates 
Lid, Case Study 7/10, p29 
Henry Boot v Ben Barrett, re Manchester 
University 25/3, p7 
High speed dispute resolution should be 
used (Bingham) 22/4, p28 
Henry Boot loses second round of dispute 
8/4, p10 
Indoor Leisure Lid v Connaught Restaurants 
Lid (Bingham) 22/7, p22-3 
Jj Fee v The Express Lift Company 
disagreement re completion date (Bingham) 
15/7, p28-9 
McCullagh v Lane Fox and Partners, Case 
Report 4/3, p25 
MJ Gleeson Group pic v Whyatt of Snetterton 
Lid, joint arbitration against client 11/11, p31 
Mortgage Express v Bowerman & Partners, 
Case Report 24/6, p28 
National Rivers Authority v Yorkshire Water 
Services, Case Report 7/1, p21 
National Rivers Authority v Wright 
Engineering, Case Report 7/1, p21 
North West Thames Regional Health 
Authority v Sheppard Robson and Others, 
Case Report 8/7, p29 
Obagi v Stanborough (Developments), Case 
Report 4/2, p25 
Ogilvie Builders v Glasgow City District 
Council, Case Report 27/5, p27 
Owners of Cargo on KH Enterprises v 
Owners of Pioneer Container, Case Study 29/ 
4, p27 
Perar BV v General Surety and Guarantee 
Company Lid 5/8, p25 
Pigott Foundations Lid v Shepherd 
Construction Lid (Bingham) 30/9, p30-1; 
(Bingham) 7/10, p28 
RG Carter (West Norfolk) Lid v Ham Grey 
Associates Ltd (Bingham) 22/7, p22-3 
RMC Roadstone Products v Jester, Case 
Report 4/3, p25 
Rotherham Metropolitan Borough Council v 
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Frank Haslam Milan, Case Report 1/4, p21 
Ruxley Electronics & Construction v Forsyth. 
Case Report 21/1, p25 
SA Coppee Lavalin v Ken-Ren Chemicals. 
Case Report 27/5, p27 
T&S Contractors v Architectural Design 
Consultants (1993) 13/5, p24-5 
Trafalgar House Construction v General 
Surety & Guarantee 
ABI drafts new form of performance bond in 
response 10/6, p13 
Aegon Insurance refuses claims as a result 
12/8, p7 
Blurs distinction between On Default and 
On Demand bonds (Minogue) 1/4, p20. 
Case Study 13/5, p23-4 
Judgement on performance guarantees 18 
3, p11; (Elliott) 18/3, p30 
Virgin Group v De Morgan Group, Case 
Study 15/4, p29 
Walter Lilly & Co v Westminster City 
Council, Section 60 noise control notices 8/4 
p26-7 
Wessex Regional Health Authority v HLM 
Design and Others 18/3, p30-1 
Yamashita-Shinnihon Steamship Co v 
L'Office Cherifien des Phosphates Case 
Report 4/2, p25 

Legionnaire’s Disease, see Health and 
Safety 

Lehrer McGovern, new exhibition of Crown 
Jewels at Tower of London 25/3, p14-5 Gil) 

Leicester, De Montfort Theatre, opening 
delayed 18/11, p9 

Leicester City Challenge funding extended to 
April 95 11/11, p8 

Leicestershire County Council, new quality 
test for approved list contractors 1/4, p10 

Leisure Centres, see Sports and Leisure 
Centres 

Lever, Ken, Finance Director Alfred McAlpine, 
Business Profile 7/10,p16 (il) 

Lewis Construction: Altrincham family house 
Trafford Council Building Design Award 
winner 22/4, p12 (ill) 

Liability 
Contractors’ contractual duties under tort 7 
10, p29 
Employers liability insurance, raised costs 
will affect practices 16/9, p11 
Industry wants to limit latent damages period 
to ten years 3/6, pll 
Who is liable for defects? (Masons) 2/9, p25 

Libraries 
British Library 

Contractors face legal action from the 
Government 8/7, p13 
Cost consultants James R Knowles called in 
29/7, pl0 
DNH officials consider reducing BL staff 
involvement to cut delays 15/7, p11 
Extra 46m to be added to budget 2/12, p9 
Faults discovered in wiring 7/1, p10 
Problems with condensation in sprinkler 
system 21/1, p12 
Egypt. Bibliotheca Alexandrina to be built 
close to site of ancient library 10/6, p12 Gil 
France, Bibliotheque de France, Paris 15/7 
p5 (Leader), 32-7 Gil) 
Lancaster University, Ruskin Library, 
detailed design work begins 30/9, p6 (ill) 
Royal Holloway College, University of 
London, Bedford Library, Building dossier 
25/11, p43-50 Gill) 

Lidington, David, MP to spearhead revival of 
the CrossRail Bill 3/6, p8 

Lifts 
National Association of Lift Makers publishes 
beoklets to improve the industry 17/6, p12 
Stairs, Lifts and Escalators, special feature 9 
12, p38-9 (ill) 

Light Railways, see Railway Lines; Railway 
Stations 

Lilley 
Museum of London shop and restaurant 
extension 14/10, p8 (ill) 

Lindsay, Earl of, Founder of Landscape 
Foundation environmental pressure group 
(Off Centre Feature) 11/11, p21 Gi) 

Listed Buildings 
English Heritage register of listed buildings 
at risk 1994 includes some of London's key 
military buildings 15/4, p11 Gi) 

English Heritage recommends listing of 
dozens of post-war commercial buildings 11 
) 

Lord Palumbo calls for less sentimental 
approach to old buildings 9/12, p9 

PPG 15 Planning and the Historic 
Environment, published 23/9, p12 

Litigation, see Law 

Liverpool 
Liverpool HAT refurbishment proposal, costs 
to be investigated 12/8, p11 

Llandudno, North Wales Theatre completed 
22/7, pil Gi) 

Liewelyn-Davies proposals featured in South 








Bank Environmental Improvement Report 

22/4, pi4 Gi) 

Lloyds Bank hq, Bristol, phase two completed 

4/3, p10 Gi) 

Local Authorities (see also Direct Labour 

Organisations) 

Approved lists of contractors 
Leicestershire County Council, new quality 
test for approved list contractors 1/4, p10 

Award of Public Service Contracts European 

Directive, how will it be applied? 11/3. p30-1 

Building Regulations inspection fees 
DOE sets new fees 12/8, pl 
May be raised above NHBC 24/6, p12 

Compulsory Competitive Tendering for white 

collar services 
DOE decision to delay start and reduce 
percentage of work 4/2, p13; 25/2, p13 
Double envelope quality check 
requirement 
Guidelines for the Value Assessment of 
Competitive Tenders, published by CIC 
11, p10 
RICS, RIBA and ICT 

Ask DOE to restructure how CCT is 

distributed 20/5, p12 

Joint letter to DOE criticises rules 26, 
ontracts 
Local authorities criticised for accepting 
crazy fee bids 4/2, p12 
SEC criticises Government Departments 
and local authorities for inviting too many 
firms to tender 27/5, pl 

Joint ventures 
Capital receipts rule prevents local 
authorities starting joint ventures 12/8 ps 
Local Authorities and Private Finance 
issued by DOE 4/11, plo 

Planning application processing 
Competitiveness White Paper proposes 
payment to get fast decision (Moor) 24/6 
p32 
Deregulation proposal criticised by industry 
chiefs 5/8, p9 
Government planning application league 
tables published 11/2, p11 
How much should planning officers 
influenc 2 design? (Moor) 9/9, p34 
Two councils at top and bottom of planning 
decision league reviewed (Moor) 14/10. 
pi4 

Privatisation of building and design 

departments 
Cambridgeshire, Wiltshire and Sefton halt 
plans 29/7, p10 
Cheshire County Council to be transferred 
to MRM to avoid CCT rules 7/1, p11 
Corporation of London Engineers 
department invites bidders 11/3, p14 
Croydon 

Council selects WSP despite staff wishes 
15/4, pil 
To call in pensions experts to assess 
bidders’ offers 18/2, p5 (Leader), 11 
Unanimous staff vote for EML rejected by 
senior officers 25/3, p10 
Croydon and Ealing to join bandwaggon 4 
2, p13 
Ealing asks bidders to indemnify against 
pensions claims 11/2, p9, 18/2, p5 (Leader) 
11 
Feature article 18/3, p20-1 (ill) 
Kirklees design department, five 
consultants on secret shortlist 4/3, p8 
Sheffield City Council 
Proposed privatisation 
Architects threaten strike over 
redundancies 11 
Labour group decides to oppose plans 9 
9. p8 
Unison to lobby council 10/6, p11 


2, p9 


Unison may sue over pensions deals 4/2 
pl2 
Privatisation of Highways Departments 
Cambridgeshire and Essex shortlist 
consulting engineers 2/12, p7 
Relaxation in spending of capital receipts did 
not lead to building boom 7/1, p10 
Locke, John, Chief Executive NHS Estates 
pleads for delay in privatisation 4/3, p12 
Loe, Eric, London Ark and Carary Wharf 
(Wonders and Blunders) 8/7, 24-5 (ill) 
London, see under individual building types 
(see also Docklands; Planning; Transport) 
London & Clydeside, profits rising 28/1, p12 
London Brick, merges with Butterly Brick 
pl2 
London Docklands Development Corporation 
see Docklands 
London Planetarium. refurbishment planning 
permission 3 
London Re; 


6, p7 
neration Consortium, Kings 


4 
Cross scheme, abandoned 29/4, p11 
London Transport, disbands Design Policy 
Committee 16/12, p8 
London Underground, see Railway Lines 
Railway Stations 


8, p7 


Lottery, see National Lottery 

Loughborough 
New office block for British Gas Properties 
on Loughborough Science Park, technology 
focus 18/11, p42-3 Gi) 

Lovells, see Y) Lovell 

Luder, Owen 
Candidate for 95/96 RIBA presidency 1/7, p8 
(il) 
On CONDAM regulations 15/4, pl 
Profile 18/11, p18-9 Gi) 

Lykke, Henrik, Lego models for Windsor Lego 
World (Snapshot) 24/6, p25 


3 (ill) 


Lynch. Brendan, redundant QS turned 


Counsellor, Off Centre Feature 25/11, p21 


M 


M&J McCarthy issues winding up petition 
against VAT WAtkins 15/7, p8 

MAAP, Small Heath Mental Health Centre 
Architecture feature 18/11, p34-40 (il) 

McAlpine, see Albert McAlpine: Sir Robert 
McAlpine 

McAlpine, David, battle re planning permission 
for swimming pool 4/3, p9 

McCarthy and Stone 
Half year figures still in red 29/4, p15 
Microcomputer system 22/4, p44-5 (ill) 
Public appeal for 50 sites to buy 15/4, pl 
Rights issue 25, 


Gil) 

i, pis 

MacCormac, Richard, in feature on the 
government's attitude to good architecture 
23/9, p20-2 (ill) 

MacCormac Jamieson Pritchard 
Cable and Wireless telecommunications 
training centre 
p32-8 (ill) 
Canning Crescent Mental Health Centre 
Architecture feature 18/11 
p34-40 (ill) 
RFAC Building of the Year Award winner 13 
5, p9 (ill) 


Architecture feature 25. 


McDonalds hamburger chain 
Modular building system, On Site 29/7, p5 

+48 (ill) 

Planning to step up construction programme 
29/4, p15 

McEleney, Maureen, Copeman Close 
Lewisham and Robin Hood Gardens 
(Wonders and Blunders) 11/11, p20 GID 

McGetrick, John, drainage of West India Dock 
(Snapshot) 3/6, p23 Gil) 

MacGregor, John, Transport Sec., 
halving of new road schemes for 93 
pli ai) 

McKechnie, Sheila, 41 Fartie Street and 
Marsham Street Towers (Wondersand 
Blunders) 28/10, p24 (ill) 

MacKenzies, Andrew, CE Bryant Group, on 
double profits 11/2, p15 Gi) 


(Leader) 


mnfirms 
48/4 


Macnab, John, director of computer services 
on Laing Homes computer systems 29/4 
p40-1 (ill) 

Macpherson, lan 
1 Finsbury Avenue and Radisson Edwardian 
Hotel (Wonders and Blunders) 9/12, p22 (iD 

McWeeney Smaliman & Co, goes into 
receivership 18/2, p6 

Mace 
London 22/7, p12 

Madel, Sir David, good choice of MI 
consultant to BMP (Latham) 29/4, p24 

Magee, Chris, MD George Kemp Stroud & Co 
Asks whether the industry has shot itself in 
the foot, First Person feature 4/11, p26 (ill) 


Institute of Neurology. new laboratory in 


Explains reasons for leaving BEC in Builders 
on the Brink feature 9/9, p22-3 (ill) 
Major. John: Sees construction industry 
delegation 22/4, p7 
Malaysia 
Pergau Dam, costs soar 1/4, p8; 29/7, p11 
Petronas twin towers in Kuala Lumpur to be 
tallest in the world 20/5, pit 
Special Feature 8/7, p31-3 (Gill) 
Trade ban 
Lifting causes rush of UK contract 
plo 
May affect UK contractors 4/3, p5 (Leader 
y 
Using the Nucleus hospital design to build 
Malaysian hospitals 22/7, p50-1 (ill 
Wimpey denies Malaysian bribe allegatior 
5/2, ps 


Malyan 


staff recruitment 4 


John, director Broadway Malyan, or 
pio ill) 
Managagement Contracting (see alse 
Contracts) 
Management feature 
Building Towards 2001 report, review of 


progress 20/5, p5 (Leader), 20-5 (ill) 
Company Benefits 8/4, p20-4 
Motivation 11 6-42 (ill) 


ai) 


». p5 (Leader) 
Partnering 5/8, p5 (Leader), 30- 
Manchester 





Arena to form first phase of vector 2000 


Marine Simulator Centre 


development behind Manchester Victoria 
Station 28/10, p12 Gi) 

Bridge across River Irwell 4/3, p11 Gi) 

City art gallery refurbishment and extension 
six architects shortlisted 25/11, p12 
Manchester Metropolitan University 
Management and Business Faculty Library 
Architecture Feature 22/4, p31-5 GID 
Manchester Dunlop Buildings student 
accommodation 7/10, p11 (iD 
Manchester Ship Canal, Feature | 
(ill) 


p20-l 


National Cycling Centre 
Completed 17 
On Site 14 


6, p10 Gi) 
1, p32-7 Gill 
Olympic stadium 
Stadium to be built regardless of 
Commonwealth Games 11 
Tram system: University 


pil 

of Manchester 
Christie Building refurbishment | 

Mansell 
Group managing director Roger Adcock to be 
replaced by CE David Beardamore 12/8, pl 
(ill) 

Manser Associates 


p (ill) 


Southampton Eastleigh Airport, total rebuild 
9/12, p32-5 Gi) 

Manser, Michael and Robert Adam invited t 
meet Gummer re revision of PPG1 16/12, p9 

Manufacturing and C onstruction Industries 

Alliance 

Calls on Kenneth Clarke t« 
spending in budget 22/7, p12 


increase transport 


Heseltine attacks construction federations at 
its Commons reception 17/6, p9 
Marathons 
Building Industry Half Marathon 
Conditions of entry 17/6, p35 
Full results 14/10 
Leslie Watson's recommended eight-week 


p96 


training programme 5/8, p16-8 (ill 


10, p12-3 Gil 
Rotterdam 


Summary of results 


completed 22/7, p7 Gi) 

Mark Oliver Homes, director tells DOE that 
direct grants to builders could quadruple low 
cost homes 9/12, pl 

Market ¢ 
Indicators, Europe 
Architects 

ACA Staffing survey 4/3, p10 


Annual reports of 8 top companies show 


onditions (ser aiso Building 
Jobwatch) 


improving financial health 20/5. 5 
State of Trade Survey 
Indicates more 


BEC 
optimism 2 
Shows best optimism sin» | 
Skills shortages starting to sho 
22/4. 
Building /Gallup poll 

by 


»yptimism high 


ints to costs outstripping tenders 24/6, f 
Shows industry « 
r) 24 
Building Materials: Prices and imports rising 
10, p14 


Civil Enginec 


onfidence growing ri 


tast 





rs FCEC 
Strongest improveme 


State of Trade survey 


nt in four years 11 
ple 
Commer 


Four 


ial property 


new commercial developments i 


| London 29/4, p10 
Rise in fit-outs and refurbishment wil 
mainly benefit foreign firms 9 
Seve 


ral large “shelved” schemes 


reopened 25/3, p5 (Leade 

“ix large new schemes proposes 
recovery 18/2 

Company Results, review 
Companies House 


nsulting engineer 
Nanging market 
(Contractors 
Contractors should 
very (Harding 
Results Analysis 1994 1 
ler profit margins 
pl! 
niractors set t 
eet workload 14 
UK Constructior 
and Profitability, t 
September 2 
DOE Statistics 


 onstructi 


ECGD reports doubling of support 
is and projects if l 
PCEC W 

Glenigan survey of 
15/4, pl 
Headhunting o 
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1994 BUILDING INDEX 


Housebuilders Flotation Fever, Business 
Analysis 11/3, pi7 @iD 
Housing: 
Glenigan market survey shows fall in 
planning consents 14/10, p17 
Halifax and HBF suggest recovery grinding 
to a halt 10/6, p7 
HBF 
Monthly Survey: 
Confirms housing recovery 18/2, p9 
Easter week best week of the year 15/4, 
pl6 
Increasingly optimistic 7/1, p8 
Prices start to slide and incentives return 
18/11, p15 
Sales and Prices regain momentum 27 / 
5, po 
Start figures up but sales and prices 
depressed 28/10, p18 
Suggests recovery grinding to a halt 10/ 
6, p7 
Housing Market, what caused it to collapse? 
(Pawley) 8/4, p16 
Housing Market survey by RICS shows 
sales static 21/10, p10 
Nationwide figures show price fall last 
month 8/7, p14 
NHBC 
Start statistics: December figures were 
down 11/2, p13 
Prices of new houses starting to rise 11/3, 
p5 (Leader), 15 
Industrial Buildings: Bank of England survey 
highlights firms misapprehensions re 
interest rates and returns 5/8, p14 (ill) 
Interest rates: 
0.5% rise, reactions of the industry 16/9, 
p17; 9/12, p7 
Housebuilders blame flat September sales 
on rate rise 30/9, p9 
Likely affect on housing market, Business 
Analysis 27/5, p16 
Land prices: 
Housebuilders warn that rising land prices 
may affect profits 13/5, p15 
Inland Revenue bi-annual survey 
Shortages drive up South East prices 
despite national slowdown 2/12, p15 
Shows big rise in land prices 10/6, p8 
Price rise as housebuilders rush to buy 29/ 
4,pll 
Rising prices may put pressure on profit 
margins 25/3, p9 
Late payment of subcontractors reaches 
three year low 15/7, p9 
Malaysian trade ban: 
Lifting causes rush of UK contractors 16/9, 
plo 
May affect UK contractors 4/3, p5 (Leader), 
gy 
New orders plunge, materials prices pegged 
18/11, p5 (Leader), 7 
Offices: 
Development in London's Square Mile rises 
for first time since 1988 18/11, p15 
Four new commercial developments in 
céntral London 29/4, p10 
JLW report predicts recovery with 
shortages to follow 22/7, p14 
Planning applications for four large office 
schemes in City of London lift optimism 16/ 
12, p8 (ill) 
Prospects For Office Demand report 
foresees increase 20/5, p9 
Rise in fit-outs and refurbishment will 
mainly benefit foreign firms 9/12, p16 
Several large “shelved” schemes are 
reopened 25/3, p5 (Leader), 7, 20-22 (ill) 
Six large new schemes proposed are sign of 
recovery 18/2, p7 
Quantity surveyors 
Project Managers are outperforming 
traditional QSs 3/6, p7 
Workload statistics: 
Receiverships: 
Failure rate down last year says B&CE 
Benefit Scheme 3/6, p14 
Fewer companies went under in 1993 say 
Touche Ross 11/2, p15 
Recruitment, contractors and consultants 
expect increase 7/1, p9 
Skills shortages: 
CITB Annual Report says there will be no 
major shortages in next couple of years 21/ 
10, p8 
Confidential briefing paper by government 
and industry working party denies skills 
deficit 1/7, p15 
Feature 20/5, p5 (Leader), 20-1 
Starting to show 22/4, p7 
Stock Market: 
Construction shares: 
Analysts expect further big uplift 7/1, p13 
Big gains since new year 14/1, p13 
Managers should not be obsessed with 
watching their share price, First Person 
column 2/12, p26 (ill) 








Shares slashed after major contractors 
give profits warning 1/4, p7 
Supermarkets, scaling down building 
programmes as market is saturated 28/1, p12 
United States: 
Consultants setting up offices in Britain 11/ 
3, p20-1 
Dun and Bradstreet order book index 
shows rise 14/1, p12 
House sales dampened by rise in interest 
rates 10/6, p17 
House sales return to near boom figures 
11/2, p13 
Survey shows large consultants looking to 
join forces with UK firms 18/2, p5 (Leader), 


Wages: 
Gallup survey shows pay freezes to end 7/1, 
p5 (Leader), 9, 24-7 
Trade rates climbing steadily out of 
recession 7/10, p9 

Market Forecasts: 

Alan Davies 
Economic preview of the year 7/1, p5 
(Leader), 28-31 Gill) 
Predicts 2.3% rise in construction output 7/ 
1,p7 

Barratt, Sir Lawrie, predicts house price rises 

this year and next 18/3, p14 (ill) 


Building/Gallup Industry Survey, results 7/1, 


p5 (Leader), 24-7 

Building Material Producers: 
Output Forecasts, details 5/8, p15; 16/12 
p4 (Leader), 11 
Quadruple growth estimates for 1994 15/4, 


Business Analysis, analysts give their 
feelings for 1994 4/2, p17 (ill) 
Construction Forecasting and Research, 
doubles 94 workload projection 4/11, p12 
Credit Lyonnais Laing, top housebuilders will 
double profits 2/9, p15 
Davis, Langdon and Everest: 

Predicts 25% tender price rise in next two 

years 14/10, p7 

Predicts materials price rises 21/1, p15 
Dunn & Bradstreet survey of predictions 
most optimistic since 89 22/4, p12 
EC Harris: 

Specialist rates will cause hike in tender 
prices 29/7, pil . 
Economic preview of the year 7/1, p23-33 (ill) 

EuroConstruct: 
Predicts Europe-wide recovery in 1995 17/ 
6, p17 
Predicts marginal increase in output next 
year 16/12, p12 
Federation of Master Builders State of Trade 
survey, Gardiner & Theobald warn of 
consequences of cut-throat tendering 7/1, p5 
(Leader), 8 
Housing Corporation Chairman warns oi 
social sector recession 18/2, p9 (ill) 
Joint Forecasting Committee Quarterly 
Forecasts: 
No change to 94 forecast but doubles 95 
figure 8/4, p12 
Predicts budget will sour recovery 28/1, p8; 
145 
JLW report predicts office development 
recovery with shortages to follow 22/7, p14 
MORI poll shows builders expecting to out 
perform government forecasts 14/1, p9 
Natwest Securities, Robert Donald says 
contractors’ profits will be drained by 
government policy 17/6, p16 
Panmure Gordon forecasts housebuilding 
will bolster profits of contractors 28/10, p18 
RICS construction employment forecasts 23/ 
9, pli 
RICS predicts job loss consequences of 
various public spending cuts 25/11, p8 
RICS tender price forecast 18/3, p14; 17/6, 
p17; 7/10, p14; 4/11, p5 (Leader), 16; 16/12, 
p4 (Leader), 10 
Top forecasters, roundup of 1994 predictions 
15/4, p20-1 
Yamaichi, Scott Fulton expects further big 
uplift in construction shares 7/1, p13 
Market Opportunities: 
European Construction: A Shift to the East 
report by Natwest Securities 2/9, p15 
Germany: 
Berlin Market Report feature 25/2, p18-24 
ail) 
DTI mission: 
Fair number of resultant contracts 29/4, 
pl6 
Will be good source of work for UK 
companies 4/2, p16 (ill) 
Hong Kong, Manpower 2001 Revisited report 
forecasts huge demand for architects 3/9, 
plo 
India: 
Move to free market economy will produce 
potential for UK construction 22/4, p16 
Indonesia: 





DOE to set up working group to identify 

opportunities 10/6, p16 

Special Feature 1/7, p32-9 (ill) 

Israel/ Jordan: 

Peace settlement likely to result in new 

construction 12/8, p14 
Japan to allow foreign bids on large projects 
28/1, pil 
Lebanon, British contractors put off 
tendering for rebuilding by prequalification 
procedures 6/5, pl4 
Malaysia Special Feature 8/7, p31-3 (ill) 
Northern Ireland: 

EU to inject 240m over next three years 9/ 

12, p8 

International Fund for Ireland, increased 

contributions will fund leisure projects 18 

11, p15 

Northern Ireland Regional Profile 29/7, 

F167 (ill) 

Peace wouid bring leisure projects 9/9, p8 
Schools, Grant Maintained Schools: 
Construction and Property Requirements 
report published 14/1, p11 
South Africa: 

DOT trade mission 15/7, p13; 22/7, p11 

Few immediate openings for UK 

contractors 6/5, p9 

Unlikely to provide source of work for UK 

10/6, p18 
South America, trade mission: 

Reports back major infrastructure 

opportunities for UK firms 23/9, p9 

To be led by John Gummer 2/9, p8 
Turkmenistan, experiences of Laing 4/11 
p1821 (ill) 

Vietnam, building boom beginning after US 
embargo lifts 25/11, p15 
Water Companies: 

Expected to increase capital spending 

programmes 8/7, p12 

Spending levels set by OFWAT expected to 

bring deluge of work 5/8, pi0 

Marketing, contractors’ skills criticised by 
Leeds University survey 8/7, p14 

Marlows, builders merchants, annual 
conference, review and lessons for industry 
(Latham) 1/4, p18 

Marriott: 

Trinity College Cambridge, takes over 
building of halls of residence 6/5, p10 

Marshall, John, new CE Mowlem 
Building interview 1/7, p30-1 (ill) 

Business Profile 23/9, p18 (ill) 

Marsham Street Towers, see Environment, 
Department of 

Mason, Peter, CE Balfour Beatty 
Addresses Towards 2000 conference re 
future of contracting 18/11, p8 
On low staffing levels 13/5, p14 (ill) 

Masons (Law column) 

Disclosure of relevant documents in civil 
litigation 21/10, p37 

EU Procurement Directives (Public Works, 
Public Supplies, Public Services, Utilities, 
Compliance and Remedies) 3/6, p2 
Extensions of time, can the contractor restrict 
the subcontractor’s right? 4/11, p29 

Latham recommendation for a bill to outlaw 
unfair contract conditions 16/9, p39 

Poor management of waste can be expensive 
14/10, p39 

Self-employed commercial agents 28/1, p20-1 
Should a contractor settle with a 
subcontractor and try to recover the loss 
from the employer? 23/9, p33 

Stay of proceedings under the Arbitration Act 
1950 18/11, p31 

Who is liable for the cost of “Authority 
Requirements”? 12/8, p19 

Who is liable for defects? 2/9, p25 

Massey, Alan, dies 11/11, p12 (ill) 

Massey, Finlay, Technology Hunter for Laing, 
profile of the job 22/4, p43 

Massie, Bert, St George's Hall Liverpool and 
Pompidou Centre (Wonders and Blunders) 
9/9, p28 (ill) 

Master Craftsmen (Occasional Series) 
Champion, Roger, timber-frame restorer at 
Weald and Downland Open Air Museum 18/ 
3, p52-4 (ill) 

Dawson, Mark and Steve Smith, long-straw 
thatchers 8/7, p44-6 (ill) 

Mold, Pete, lime plasterer on Shakespeare's 
Globe Theatre 21/10, p54-7 (ill) 

Matrix Project Management: 

Park Lane Hilton refurbishment 5/8, p9 (ill) 
Maxwell, John, CE BPB Industries, gets huge 
pay-off after only ten months 15/7, p17 (ill) 

Mayer, Anthony, CE Housing Corporation: 
Seeks lower cost German loans to save 
money 15/7, p17 (ill) 

MDA Group, Business Profile 18/2, p15 (ill) 

MDL International designs twin office blocks 
in Tehran 14/1, p12 

Meades, Jonathan, Einstein Tower Potsdam 
and Congress Hall, Nuremburg (Wonders 





and Blunders) 21/10, p26 Gil) 
Mechanical Services 
Foresite Procurement Feature 1/4, p30-4 
Members of Parliament, how to influence them 
(Latham) 24/6, p24 
MEPC and Hammerson planning to upgrade 
their property portfolios 2/12, p16 
Mergers and Acquisitions 
Admiral Homes buys Moody Homes 21/1, 
pl6 
Banks trying to arrange shotgun mergers for 
large contractors 21/1, p9, 18-20 
Capita buys Beard Dove 7/10, p5 (Leader), 7 
Chesterton property consultant buys Cyril 
Sweett 16/12, p5 Gil) 
Redland Koramic joins with Van Bierviiet to 
form Terca Bricks 29/4, p16 
Metals, price rises to hit building components 
29/7, p15 
Meteorological Office survey shows working 
around detailed forecasts saves contractors 
money 30/9, p7 
Methane Gas, see Environment 
MF Kent 
Irish branch of company tries to appoint 
examiner in place of receiver 28/1, p7; 4/2, p8 
Goes into receivership 21/1, p7 
MI6 HQ, sez Offices: London 
Michael Hopkins Architects 
Inland Revenue HQ Nottingham 
Completed on time and under budget 12/8, 
pll (ill) 
Feature 28/10, p20-1 (ill) 
Middle East, see Gulf Crisis 
Military Establishments: 
Bath Naval hq cancelled in round of cuts 29/ 
4, p10 
Chelsea Barracks, tenders invited for 
refurbishment of tower blocks 16/9, p9 (il) 
Converting Defence Establishments. 
Building Renewal supplement 9/12 
Devonport dockyard, upgrading advice 
contract goes to Allott & Lomax 18/2, p12 
English Heritage register of listed buildings 
at risk 1994 includes some of London's key 
military buildings 15/4, p11 Gi) 
Finsbury Barracks, Territorial Army Building 
25/2, p10 
Greenham Common airbase, to be converted 
to civilian uses 9/12, p11 
MOD review of procurement system to 
attempt to improve design 18/3, p13; 26/8, p5 
RICS recommends that single body should 
manage MOD buildings 29/4, p10 
Trident bases 
Contractors defend the way contract was 
run 5/8, pll 
NAO report presents lessons for all 
government contracts 29/7, p7 
Public Accounts Committee criticises poor 
management and ad hoc design 11/11, p11 
Winchester Peninsula Barracks, MOD 
defeated re demolition plans 3/6, p12 
Millenium Projects: 
Ferris Wheel plan for Jubilee Gardens 9/12, 
p5 (Leader), 20-1 (ill) 
Millenium Commission spells out how funds 
will be allocated 2/12, p10 
Miller Group 
Introduces Latham-style anti-conflict drive 9/ 
12, p5 (Leader), 7 
Keith Miller to replace David Cawthra as 
Chief Executive 14/10, p9 
Second year’s loss 27/5, p15 (ill) 
Mills Beaumont Leavey 
Manchester Metropolitan University 
Management and Business Faculty Library, 
Architecture Feature 22/4, p31-5 (ill) 
Milton Keynes: 
FutureWorld exhibition opens 10/6, p10 (ill) 
Mineral Fibre, Germany may reclassify man- 
made mineral fibre as carcinogenic 20/5, p9 
Minogue, Ann (Law column) 
Arbitration awards, should details be 
published? 22/7, p23 
Assessing damages caused by builder's 
breach of contract in Beoco Lid 
v Alfa Laval Co Ltd 26/8, p23 
CONDAM, arrangements for transitional 
relief, and scope of the regs 29/4, p5 
(Leader), 26 
Contributory negligence by the client in 
Barclays Bank v Fairclough Building 27/5, 
p26 
Crown Estate Commissioners v John 
Mowlem & Co Ltd, unsatisfactory work and 
final certificates 2/12, p25 
Design and build contracts should not be 
chosen as a means of inflation risk evasion 
30/9, p31 
How contracts deal with division of design 
responsibility between architect, contractor 
and specialist 7/1, p20 
Liquidated and ascertained damages in JCT 
80 4/2, p24 
New Engineering Contract, call for more 
level-headed evaluation 9/12, p31 
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On-demand bonds are unnecessary and all 
bonds should be simpler 9/9, p38 
Shortcomings of UK insolvency law may have 
been overcome in Germany 25/2, p32-3 
Standard forms of agreement, how can they 
be so out of kilter with the way architects and 
engineers work? 24/6, p29 
Trafalgar House (Regions) Lid v General 
Surety and Guarantee Company, blurs 
distinction between On Default and On 
Demand bonds 1/4, p20 
Mivan: 
Business Profile 24/6, p16 (ill) 
Rise in profits 6/5, p14 
United Nations proposed hospital in Gaza 20/ 
5, p13 
Mixed Developments: 
Cardiff, Scott Harbour development proposal, 
Powell Dobson chosen to work up design 22/ 
4. p9 Gill) 
France, Euralille redevelopment area 
includes Channel Tunnel station and oval 
arena 17/6, p9 
London 
Battersea Power Station: 
Sir Robert McAlpine issues writ over 
ownership of steelwork 21/1, p11 (il) 
County Hall, new Japanese owners will not 
use construction manager or main 
contractor 17/6, p11 
Elliot House replacement, outline planning 
permission for Derwent Valley Holdings 
15/4, p7 Gil) 
Kings Cross Goods Yard proposal, 
abandoned 29/4, p11 
St Leonard's Hospital site redevelopment 
into health facilities and housing 16/12. p7 
ai) 
Westminster Hospital Site, detailed 
planning permission 25/2, p13 (ill) 
Norwich, Calvergate offices and sheltered 
acc dation, Building dossier 18/3, p39- 
46 (ill) 
Salford, Harbour City (Phase one) Salford 
Quays, Quality Brickwork Award winner 24/ 
6, p36-49 (ill) 
MJ Gleeson 
Accepting zero margins on private work 28/ 
10, p18 
Non-executive chairman Jack Gleeson, dies 
24/6, p10 Gill) 
Moayedi, Paris, CE Team Services, leaves 6/5, 





ps 

Models: 

Liquid Engineering systems 10/6, p65 (ill) 
Project Architect/Modeller computer 
package 1/7, p40-1 

Virtual reality models 29/7, p40-1 (ill) 

Modular building system for McDonalds, On 
Site 29/7, p5 (Leader), 34-8 (ill) 

Mold, Pete. lime plasterer on Shakespeare's 
Globe Theatre, Master Craftsmen feature 21/ 
10, p54-7 (ill) P 

Montrose Salary surveys, see Staff: Salaries and 
Wages 

Moor, Nigel 
Alternative Deveicoment Patterns: New 
Settlements, launched by Housixg Minister 
28/1, p18 
Competitiveness White Paper prop ses 
payment to get fast planning application 
decisions 24/6, p32 
How much should planning officers influence 
design? 9/9, p34 
Inquiry Into Planning For Houses, report by 
Joseph Rowntree, review 29/7, p29 
New Government policy directions in 
transport, affordable housing and 
contaminated land 22/4, p26 
Out of town retail development, Gummer's 
decision to curb 25/2, p28 
PPG2-Green Belts, draft revision does not go 
back to basics 25/3, p24 
Report by DOE on Quality in Town and 
Country, reviewed 18/11, p26 
Sustainable development, latest buzzword in 
planning 27/5, p24 

Morgan, Steve, Chairman Redrow: 
Commenting on flotation missing :narket 
high 5/6, p15 Gill) 

Finalising arrangements for flotation 4/2, pS 
(Leader), 15 Gil) 

Says land and materials cost hyperinflation is 
over 30/9, p15 Gill) 

Morgan Lovell, takes over by William Sindall 
7/10, p14 

Morris, Colin, Bat protector for Vincent 
Wildlife Trust, Snapshot Feature 9/7, p27 (ill) 

Morrison, Alastair (Law Column): 

Costain Building & Civil Engineering v 
Scottish Rugby, use of Arrestments in 
construction disputes 25/2, p34 

Morton, Sir Alastair: 

On Labour Party Financing Infrastructure 
Investment report supporting joint public/ 
private projects 25/2, p12 (ill) 

Private Finance Working Group set up by 





Government 
Admits frustration at Whitehall bureaucracy 
17/6, p5 (Leader), 9 Gil) 
Appointed chairperson 7/1, p13 
To head feasibility study on Stratford 
Transport Interchange 1/7, pl0 

Motorway Service Stations, see Service Stations 

Motorways, see Roads 

Mott MacDonald, Cape Town and Durban 
expansion feasibility studies 23/9. p9 

Mowlam, Marjorie, Heritage Secretary 
Sugyestion of ‘people's palace’ 

Hutchinson Studio's scheme 26/8, p6 
Reactions of architects 12/8, p5 (Leader), 8 

Mowlem 
Back into profit 2/9, p14 Gi) 

Beazer Homes planning to buy housing 
divi.ion 15/7, p9 

Belgravia Police Station, Quality Brickwork 
Award winner 24/6, p36-49 (ill) 

Business Profile 23/9, p18 (ill) 

Carlton Gate dismissal 

Denies sale rumours on London City Airport 
12/8, p14 

Drops YRM from team for BBC news hq 10, 
6, p12 

Dyfed Wildlife Trust Visitor Centre 1/4, p8 
(ill) 

Marshall, John, new CE, Building Interview 
1/7, p30-1 Gil) 

MOD Procurement hq, Bristol, contract 
running late 9/9, p5 (Leader), 7 

North Wales Theatre completed 22/7, p11 
ail) 

Rights issue 1/4, p12 

Mowlem, Mo, Lawrence Batley Theatre and 
Marsham Street Towers (Wonders and 
Blunders) 29/7, p26-7 (ill) 

Mowlem Taylor Woodrow Joint Venture 
Docklands Light Railway, Beckton extension 
opens 1/4, p10 Gil) 

MPs, how to influence them (Latham) 24/6, 
p24 

Mulberry Harbours, feature 27/5, p18-9 (ill) 

Multimedia, see Computers 

Murals, see Hoardings 

Museums and Galleries (see aiso Visitor 
Centres) 

Baltic Flour Mills, Gateshead, art gallery 
competition, winners 30/9, p8 
British Museum Hirayama Studio for 
restoration of oriental art 9/12, p38-9 (ill) 
British Museum redevelopment ideas 
competition 
Architects remodel design 18/11, p10 
Launched 11/3, p8 
Won by Sir Norman Foster & Partners 29/ 
7, p6 Gi) 
Broadfield House Glass Museum extension, 
Dudley 9/12, p8 Gil) 
Building Renewal supplement 25/2 
Cartier Foundation gallery, Paris 15/7, p5 
(Leader), 38-41 Gill) 
Joslyn Art Museum extension, Nebraska 9/ 
12, p11 GD 
Manchester City art gallery refurbishment 
and extension, six architects shortlisted 25, 
11, p12 
Museum of London shop and restaurant 
extension 14/10, p& (ill) 
Royal Armouries Museum, Clarence Dock 
Leeds 22/4, p7 (ill) 
Tate Gallery proposed Museum of Modern 
Art on south Bank 
Shortlist 30/9, p10 
Shortlist of six includes only one British 
Architect 25/11, p11 
Woolwich former Royal Arsenal site military 
museum 15/4, p8 

Myers, Barry, MD Trafalgar House, supports 

payment procedure suggestions 2/9, p9 (ill) 


N 


Napier, Robert, CE Redland: 
On Redland joint venture becoming biggest 
Continental producer 29/4, p16 (ill) 
National Association of Lift Makers publishes 
booklets to improve the industry 17/6, p12 
National Audit Office: 
Buildings and the Environment report shows 
departments not meeting energy targets 13/ 
5, pl! 
Critical report on Patent Office move to 
Gwent 25/2, p12 Gill) 
Inspection of MOD procurement methods 
begins 23/9, p8 
Report on recent prison building programme 
criticises budget and delays 22/7, p11 
Report on Trident bases: 
Presents lessons for all government 
contracts 29/7, p7 
Retort by contractors 5/8, p11 
National Contractors Group, see Building 
Employers Confederation 
National Council of Building Materials 
Producers, see Building Materials Producers 





National Federation of Housing Associations 
Calls meeting re preservation of Housing 
Association Grant 27/5, p9 
NFHA and Housing Corporation minimum 
space standards proposal 

Discussions re desirability 30/9, p11 
Steps up campaign to bring back standards 
16/12, p9 

National Health Service, NHS Estates, 
Government plans to privatise 
Chief Executive John Locke pleads for delay 
4/3, pi2 
Revealed 25/2, p7 

National House Building Council 
Court of Appeal upholds ruling on Buildmark 
and Rule 12 28/1, p5 
Fears similar problems after Home Owners 
Warranty Corporation in Usa fails 25/11, p10 
Housing start statistics 

Rate of increase slowing down 8/7, p15 
Show increase over last year 11/2, p13 

National Housing Forum report on housing 
repairs Papering Over the Cracks 3/6, p9 

National Joint Consultative Committee 
RICS calls for radical shake-up 27/5, p13 Gil) 

National Lottery 
Arts Council 

May wish to sit-in on lottery-funded 
schemes 3/6, pl! 

Will require naming of single client on 
applications for Lottery schemes funding 
18/11, pil 

Feature on how the funding will be allocated 

to projects 8/7, p18-9 

Feature on what kind of projects will benefit 

16/9, p42-5 Gil) 

Government favours Tate, South Bank, 

Cardiff Opera House and Manchester 

stadium 6/5, p10 (ill) 

London Colisseum to apply for National 

Lottery funding 9/9, p7 Gi) 

Millenium Commission spells out how funds 

will be allocated 2/12, p10 

National Theatre, see Theatres 

National Vocational Qualifications, see Training 

National Westminster Bank, suing Stewart K 
Riddick re overdraft on London Arena 14/1, 
plo 

NatWest Tower, see Offices, London 

NEDO, see National Economic Development 
Office 

Needham, Richard, minister for trade, says top 
construction executives need to be more 
multi-skilled 21/10, p12 (ili) 

Neighbourhood Centres, see Civic Centres 

Newarthill, Sir Robert McAlpine parent 
company 

New Settlements, see Housing 

New Year Honours, see Competitions and 
Awards 

Newbury 
Costain targeted by anti-roads campaigners 
re A34 Newbury bypass 9/12, p9 (ill) 
Greenham Common airbase, to be converted 
to civilian uses 9/12, p11 

NEWCO, see Construction Industry 

Newens, Michael, director of property 
NatWest Bank, criticises industry chaos 15 
7, pS (Leader), 10 

Newey, John, dies 24/6, p29 

Newspaper Offices, see Offices 

Newton, Sir Wilfred, Chairman London 
Transport, letter to British Gas re funding for 
North Greenwich Station 18/3, p12 Gi) 

Nicholas “rimshaw and Partners: 

BA Centre for Combined Operations 
Building Dos-ier 9/9, p43-50 (ill) 
correction to cost analysis 23/9, p54 (ill) 
Hundreds of curtain wall panels to be 
replaced 8/7, p7 

Nichols-Nishimatsu initiative, launched to 
advise on restarting failed projects 29/4, p12 

Nicholson, Rc bin, candidate for 95/96 RIBA 
presidency 
Announced 1/7 
Profile 18/11, p18-9 (ill) 

Norman Foster, see Sir Norman Foster & 
Partners 

Northampton. Nene College of Higher 
Education, series of new buildings 15/4, p12 
ail 

Northern Ireland 
British Telecom, announces plan for new hq 
in Pelfast 16/12, p7 
Derry City Council Civic Offices 10/6, p13 
dil) 

EU to inject 240m over next three years 9/12, 


Internationa! Fund for Ireland, increased 
contributions will fund leisure projects 18/11, 
pis 
Peace would bring leisure projects 9/9, p8 
Regional Profile 29/7, p16-7 (ill) 
Wants EU Structure Fund payments made 
direct 1/7, p16 

Northern Ireland Construction Employers 
Confederation, wants to ensure European 





grant is actually additional funding 7/10, p& 
Norway, 1994 Winter Olympic stadia 
Norwich, Calvergate offices and sheltered 

accommodation, Butiding dossier 18/3, p34 

46 Gi) 

Norwich Union, issues writs against Tarmac re 

Galleries Shopping Centre, Bristol 14/1, p6 
Nottingham 

Inland Revenue HQ 

Completed on time and under budget 12/8 
pli Gi) 
Feature 28/10, p20-1 (i) 

Nottingham Playhouse theatre, new 

rehearsal space 26/8, p5 (il) 

Nouvel, Jean, Cartier Foundation gallery, Paris 

15/7, pS (Leader), 38-41 (il) 

Nuclear Bunkers, Fiasco over bunker 
commissioned by Lady Thatcher 14/2. p12 

Nuclear Power Stations, see Power Stations 

Nuclear Waste Stores: Royal Society report for 

Nirex says timescale for Sellafield is 

optimistic 18/11, 10 
Nurseries: Hemel Hempstead, nursery school 

assessment centre and therapy unit, planning 

application 15/4, p& 


oO 


O'Connor, Liam, appointed John Gummer’'s 
special advisor on architecture and urban 
design 18/3, p5 (Leader), 8 

Off Centre 
Boss of Kered, young building firm with 
tripled turnover (Dean D’Eye) 28/10, p25 (ill) 
Chimney Steeplejack (Mike Beaumont) 18 
11, p21 GD 
Chimney sweep (Martin Glynn) 16/12, p17 
ci) 

Dam-builder in St Helena (Nigel Wightman) 
14/10, p29 Gi) 

Founder of Landscape Foundation 
environmental pressure group (Earl of 
Lindsay) 11/11, p21 Gi) 

Redundant QS turned Counsellor (Brendan 
Lynch) 25/11, p21 (il) 

Stone mason with J Layzell & Sons (Harvey 
Layzell) 21/10, p27 Gi) 

Researcher into what makes people buy 
houses (Sam Pickstock) 4/11, p23 (i) 
Teenager who wants to emulate Sir Richard 
Rogers (Mark Eacott) 2/12, p21 Gi) 

WEB training centre for women in 
construction (Allison Ogden) 7/10, p5 
(Leader), 21 Gi) 

Window dresser for vacant shops (Laura 
Rael-Brook) 9/12, p23 (i) 

Offices (see also Business Parks; Civic Centres 
Government Buildings) 

Birmingham: Office tower for front of 
Colmore Circus, planning application 10/6 
p9 (ill) 

Bristol 

MOD procurement hq, contract running 

late 9/9, p5 (Leader), 7 

Whitefriars office building redevelopment 

plan 25/3, p8 (ill) 

Brooklands, Proctor and Gamble, new hq 
tenders invited 4/2, p11 (ill) 

Building Renewal supplement 29/4 

City of London office blocks, Procurement 
Cost Feature 14/10, p42-8 (il) 

Edinburgh 

Office proposal by developer New 

Edinburgh 29/4, p11 

Speculative office scheme on corner of 

Princes and Castle Streets 8/4, p10 (ill) 
English Heritage recommends listing of 
dozens of post-war commercial buildings 11 
2, p& 

Fire prevention 

DOE funds research after spate of fires in 

commercial buildings 12/8, p9 
France 

Hotel du Departmert des Bouches-du 

Rhone, Marseilles 25/3, p13 (Gi) 

Renault Technocentre put on hold 25,/3, p10 
Harlow, new Longman hq gets high 
environmental assessment 16/9, p12 
Leatherhead, new offices for Brown and Root 
7/10, p7 Gi) 

London 

6/7 Clifford Street for ICI Pension Fund 16 

9, p10 (ill) 

40 St Mary Axe, restored after bomb 

damage 29/4, p15 Gil) 

60 Sloan Avenue, warehouse converted to 

offices 15/7, p13 Gi) 

99 Bishopsgate, bomb damage 

refurbishment begins 27/5, p12 (ill) 

103 Wigmore Street refurbishment 

planning application 24/6, p& (ill) 

Baltic Exchange up for sale 4/3, p8 

Coleman Street development for Equitable 

Life 11/2, p13 

Eland House, new DOE London hq 

Pilkington loses contract to German firm 
for failure to meet standards 15/7, p12 
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Planned as showpiece for UK products 
11/3, p7 
Shortlist of 5 architects are all British 1/7, 


ps 

Finsbury Pavement scheme 3/6, p10 (ill) 
Fleet Place, City Architecture Award, 
winner 4/2, p9 (ill) 

Former Vauxhall Gasworks site, public 
inquiry 11/2, p11 Gil) 

France, Euralille, Credit Lyonnais Tower 
nearing completion 28/10, p13 (ill) 
Half-built office block at Herbal Hill to be 
completed as flats 7/1, p7 Gil) 

Holborn Circus office buildings, planning 
application 6/5, p12 Gil) 

King William Street, new office for Land 
Securities 10/6, p18 (iil) 

London Ark, BBC Design Award finalist 24/ 
6, p9 (ill) 

Ludgate development to be completed with 
undulating block 1/4, p7 (ill) 

NatWest Tower, Laing tipped to win 
refurbishment 12/8, p? 

New studio conversion for Pollard, Thomas 
and Edwards Architects 21/10, p13 (ill) 
Number One Poultry, construction to start 
next month 25/3, p7 

Office project for Taylor Woodrow just west 
of Tower Bridge 21/10, p7 Gill) 

Peters Hill site, application for demolition 
and new scheme 26/8, p10 (ill) 

Portland House, refurbishment 10/6, p11 
dill) 

Soho Square and Dean Street 
redevelopment, planning permission 9/9, 


py 

St Pancras Chambers restoration 4/3, p7 
ail) 

Thames Court, Southwark Bridge 18/3, p9 
(il) 

Walbrook House redevelopment 
commission goes to Richard Rogers 17/6, 


ps 
Loughborough: 
New office block for British Gas Properties 
on Loughborough Science 
Park, technology focus 18/11, p42-3 (ill) 
Market conditions: 
Development in London's Square Mile rises 
for first time since 1988 18/11, p15 
Four new commercial developments in 
central London 29/4, p10 
JLW report predicts recovery with 
shortages to follow 22/7, p14 
Planning applications for four large office 
schemes in City of London lift optimism 16/ 
12, p8 (ill) 
Prospects For Office Demand report 
foresees increase 20/5, p9 
Rise in fit-outs and refurbishment will 
mainly benefit foreign firms 9/12, p16 
Several large “shelved” schemes are 
reopened 25/3, p5 (Leader), 7, 20-22 (ill) 
Six large new schemes proposed are sign of 
recovery 18/2, p7 
Parkside development for Sun Alliance 11/3, 
pl3 (ill) 
Richard Ellis survey of office building design, 
published 4/11, p12 
Specification of Urban Offices draft published 
by British Council of Offices 6/5, p11 (ill): 
20/5, p50-1; 5/8, p12 

Official Referees’ Court: 

Arbitration, ADR or Official Referees’ Court, 
which is best? (Bingham) 9/9, p36-7 

Ogden, Allison, WEB training centre for 
women in construction, Off Centre Feature 
7/10, p5 (Leader), 21 (ill) 

Old People’s Homes, see Housing: Elderly 

Old Street Arches four-sided illuminated 
advertising box: 

Commissioned 11/3, p11 (il) 
Completed 8/7, p9 (ill) 

Oman, British Embassy in Muscat 7/10, p9 (ill) 

On Site (Feature) 

Coombe Abbey, near Coventry 29/4, p28-32 
(ill) 

Edinburgh International Conference Centre 
2/9, p28-32 (ill) 

Hindu Temple, London NW10 25/11, p34-9 
dil) 

Modular building system for McDonalds 29/ 
7, p5 (Leader), 34-8 (ill) 

National Cycling Centre, Manchester 18/3, 
p32-7 (ill) 

Oceanography Centre, Southampton 4/2, 
p30-5 (ill) 

Open House Day, review 16/9, p13 (ill) 

Opera Houses, see Theatres 

Operations Centres: RAC South-West 
operations centre 2/12, p7 (ill) 

Oppenheim, Phillip, Employment minister: 
Answer to parliamentary question estimates 
costs and savings to industry 2/12, p10 
Rules out major changes suggested 28/10, 
pl2 








Tells three industry clients of reasons for 
delay to CONDAM 21/10, p9 

O'Reilly, Cormac, on Costain's Computing and 
IT strategy 17/6, p50 Gill) 
O'Rourke and Son, Canary Wharf station 
contract is slowed by noise controls 4/3, p8 
Osborne, Robert see Enfield, London Borough 
of: Contract awards case 

Osborne, Trevor, chairman B&P, moves into 
reduced role 18/11, p9 

Ove Arup & Partners: wins contract to design 


Bankok airport terminal building 1/7, p9, 8/7, 


p10 

Overbury Restorations: Royal Albert Hall, 
office and lift refurbishment 10/6, p7 (ill) 

Oxford: Oxford University, St John’s College 
halls of residence 4/2, p8 (ill) 

Oxford Street, see Planning 

Ozone Depletion, see Environment 


P 


P Waller: Nottingham Playhouse theatre, new 
rehearsal space 26/8, p5 (ill) 

Paddington Basin, see Mixed Developments 

Paints, see Coatings 

Palestine, United Nations proposed hospital in 
Gaza 20/5, p13 

Palfreyman, John, Building Manager of the 
Year Award, silver medal winner 7/10, p31-48 
(ill) 

Palmer, Tony, CE Taylor Woodrow: on 
purchase of Heron Homes 4/3, p16 (ill) 

On return to profit but restriction on general 

contracting 8/4, p13 (ill) 

Palumbo, Lord, calls for less sentimental 
approach to old buildings 9/12, p9 

Panmure Gordon forecasts housebuilding will 
bolster profits of contractors 28/10, p18 

Paramor, Roy, CE JT Design and Build: 
Business Profile 11/2, p17 (ill) 

Metro Centre and various (Wonders and 

Blunders) 10/6, p28 (ill) 

Multidisciplinary design and build forum: 
Planned by Roy Paramour 23/9, p12 
Steering committee formed to set aims and 
objectives 18/11, p8 

Parkin, Peter, Chairman Raine Industries: 

On 24% rise in profits 4/3, p15 (ill) 

Warns rise in workload will not yield profit 

until 1996 2/12, p15 

Parliament, Houses of, see Government 
Buildings 

Parsons, Colin, Chairman Taylor Woodrow: 
Attacks Government's anti-inflation strategy 
24/6, p15 Gil) 

To focus on housebuilding after rise in profits 

16/9, p16 Gil) 

Partitioning: 

Ceilings and Partitions, Special Feature 8/4, 

p28-41 (ill) 

Partnering, management feature 5/8, p5 
(Leader), 30-3 (ill) 

Partnerships: Insolvent Partnership Order will 
offer new options to struggling partnerships 
23/9, p10 

Partnerships feature, on wives of top 
construction figures 14/10, p20-5 (ill) 

Pat Carter Contracts: Truscott Pub Broadgate, 
CAMRA/English Heritage Pub Design 
Awards, winner 18/3, p11 Gill) 

Patent Office, Critical report by National Audit 
Office on relocation to Gwent 25/2, p12 (ill) 

Paul, Tom, ex-director of Ward Building 
Systems, gets unfair dismissalruling 25/2, p9 
Gil) 

Pavilions (see also Sports Grounds): 
Competition for Lisbon Expo "98 won by 
London office of SOM 11/11, p9 Gill) 

Pawley, Martin: 

Late Show appearance paints bleak picture of 

profession 14/1, p7 

Pawley (Columa) 

Architectural Photography, review of the 

state of the art 14/1, p18 

Architecture Armageddon TV show and its 

aftermath, reviewed 11/2, p31 

Bankside Power Station, only sensible thing 

is to knock it down 3/6, p22 

Chipperfield, David, review of his 

architectural style 11/3, p24 

Debate on Heritage versus Modernism at 

IKON Gallery, Birmingham, reviewed 6/5, 

p23 

German Architects Day in Hamburg, review 

8/7, p24 

Housing Market, what caused it to collapse? 

8/4, p16 

Why are there not more rapid redeployment 

buildings? 12/8, p22-3 

Payment of subcontractors: 

DTI proposals rejected as unworkable by 

BEC 15/4, p12 

FMB voluntary code for members re prompt 

payment of subcontractors 21/1, p12 (ill) 

PCM, Leeds Crown Court to begin 4/11, p8 





ql) 

Peabody Trust, plans 3000 new build and 
refurbished homes in London 26/8, p8 

Peace Process, see Contractual Disputes 
(Feature) 

Pearce, Mark, MD Fred Harrington Design 
and export of pub interiors (Snapshot) 10/6, 
p29 (ill) 

Pearse, Sir Brian, Chairman Housing 
Corporation: 

Building interview 2/9, p26-7 (ill) 
First major speech 17/6, p8 

Percy Thomas: 

Poundbury, Prince of Wales village: 
Architecture feature 1/4, p28-9 (ill) 
On Site 1/4, p24-7 (ill) 

Performance Bonds, see Insurance 

Performing Arts Venues, see Theatres 

Perini Building, Las Vegas Stratosphere, 
planning application to increase height 6/5, 
pli @) 

Permanens Restoration, Richmond Bridge 
restoration 15/4, p9 (ill) 

Perrault, Martin, Bibliotheque de France, Paris 
15/7, p5 (Leader), 32-7 (ill) 

Persimmon: 

Rights issue 18/3, p17 
Rise in profits 2/9, p14 

Perspectives, launch of Prince Charles’ 
architectural magazine for the man in the 
street 18/3, p5 (Leader), 8 

Phaure, Angus: 

Managers should not be obsessed with 
watching their share price, First Person 
column 2/12, p26 (il) 

St Paul's Cathedral and Lloyds Building 
(Wonders and Blunders) 5/8, p20 

Philips Construction: 

Blockbuster Video Store Watford 12/8, p12 
(ill) 

Phoenix companies, feature 13/5, p5 (Leader) 
9, 18-9 

Photography, see Architectural Photography 

Pickstock, Sam, researcher into what makes 
people buy houses (Off Centre feature) 4/11, 
p23 (ill) 

Piling: 
Foresite procurement feature 4/2, p36-41 (ill) 
Technology feature 2/12, p35 

Pilkington Glass: 
6% price rise announced 25/2, p15 
Loses Eland House contract for failure to 
meet standards 15/7, p12 
Profits up 139% 17/6, p16 
Sells Pilkington Insulation 10/6, p18 
Threatens further price rises 25/11, p15 (ill) 
To link up with St Gobain, to manufacture 
glass in south America 29/4, p15 
To make 195 redundancies 4/2, p11 

Pindar, Paul, MD Capita, News Analysis 14/10, 
p13 Gill) 

Pinner: 

Headstone Manor enclosed in temporary 
structure 2/9, p8 
St John's Church, new hall 15/7, p9 Gil) 

Planning (see also Royal Town Planning 

Institute): 
Contaminated land: 

Registers, revised DOE proposals: 
Paying for Our Past consultation 
document: 

Plan is for graded clean up of polluted 
sites 11/3, p10 
Kesponse by HBF will reject 
compensation fund and land quality 
statements 6/5, p9 
Reviewed (Moor) 22/4, p26 
Technology Feature 8/4, p42-3 

Edge of Town developments: 

Clamp down in new PPG13 document 18/3, 


p9 
DOE Guidance to be published in next few 
weeks 13/5, p11 Gil) 
New DOE policy analysed 26/8, p14 
Reversal in Government policy (Moor) 22/ 
3, p26 
RTPI submits scheme to Commons 
committee to fight out-of-town shopping 24/ 
6,pll 
Tony Baldry MP clarifies policy on edge-of- 
town stores 3/6, p8 
Environmental factors 
Roger Tym to speak against planners 
pandering to environmentalists 2/9, p10 
Government buildings, DOE to introduce 
legislation to remove Crown immunity from 
planning consent 18/3, p12 
Green Belt: 
Draft revision of PPG2-Green Belts, does 
not go back to basics (Moor) 25/3, p24 
Housing: 
DOE draft explanatory note on planning and 
affordable housing (Moor) 22/4, p26 
Joseph Rowntree report Inquiry into 
Planning for Public Housing. 
Published 24/6, p10 





Review (Moor) 29/7, p29 
Joint Ventures: 
20 motorway service stations: 
May be stalled by costly planning inquiries 
4/3, p13 
Planned 7/1, pil 
AEEU construction officer criticises 
government private finance rules 24/6, p9 
Capital receipts rule prevents local 
authorities starting joint ventures 12/8, p8 
Hospitals 
Treasury private finance pane! for NHS 
trusts raises optimism over joint venture 
schemes 4/11, p10 
Labour Party Financing Infrastructure 
Investment report supports joint public 
private projects 25/2, p12 Gill) 
Local Authorities and Private Finance 
issued by DOE 4/11, p10 
New guidelines on private finance issued by 
DOE 4/3, p15 
PPG1 
DOE may ask RIBA and RTPI to re-draft 
advice on design 9/12, p11 
Michael Manser and Robert Adam invited 
to meet Gummer 16/12, p9 
Private Finance Initiative 
Backed by Neville Simms following 
contractors’ attacks 23/9, p5 (Leader), 7 
(ill) 
Saunders, Dick, new head of PFU, 
promises public spending will not come to 
a halt 16/12, p6 
Private Finance Working Group: 
Chairman admits frustration at Whitehall 
bureaucracy 17/6, p5 (Leader), 9 (ill) 
Crisis over bank funding for large projects 
1/4, p8 
Set up by Government 7/1, p13 
Roads: 
Design, Build, Finance and Operate 
Concessions For Trunk Roads and 
Motorways 
Eight teams to bid for first four road 
schemes 7/10, p11 
Government invites first bids from 
private consortia 26/8, p6 
Published for consultation by DOT 22/4, 
p10 Gill) 
Second round shortlist announced 18 
11, p8 
What can other private finance schemes 
learn from the Channel Tunnel experience? 
6/5, p16-7 
Lea Valley Partnership of six councils 
seeking private investment for business and 
leisure developments 11/3, p13 
Listed buildings 
PPG 15 Planning and the Historic 
Environment, published 23/9, p12 
Londun 
BDP appointed by DOE to do four month 
study into London's urban environment 25 
11, p12 
City of London Unitary Development Plan 
may mean changes to shelved 1980s 
schemes 25/3, p22 
CrossMiilenia masterplan for land north of 
King’s Cross 25/11, p8 
Elephant and Castle scheme by Amex 
public inquiry 18/2, p11 
M11-Hackney link road, DOT may issue 
injunctions against protestors 25/3, p10 
Marble Arch area rethink competition 21/1, 
p9 Gill); Winners 18/3, p12 (ill): First prize 
winner 1/7, p7 Gil) 
South Bank, Llewelyn-Davies proposals 
featured in South Bank Environmental 
Improvement Report 22/4, p14 (ill) 
Three councils to draw up plans for 
improvements to north and south banks of 
Thames 16/9, p9 
Mineral Planning Guidance 6, issued 
(Latham) 27/5, p25 
New Towns: 
Alternative Development Patterns: New 
Settlements, launched by Housing Minister 
(Moor) 28/1, p18 
West Silvertown urban village 
Wimpey Homes and Barratt consortium 
invited to make financial submissions 6/5, 
py 
Wimpey wins contract 29/7, p10 
Out of town retail development 
Gummer'’s decision to curb (Moor) 25/2, 
p28 
HOC Environment Committee 
Inquiry opens 25/2, 
Report published, crackdown called for 4/ 
11, p8 
Planning appeals: DOE inspectors may be cut 
by a tenth 24/6, pl2 
Planning applications 
Competitiveness White Paper 
Deregulation proposal criticised by 
industry chiefs 5/8, p9 
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Proposes payment to get fast decision 
(Moor) 24/6, p32 
Government planning application league 
tables published 11/2, p11; 12/8, p10 
Gummer’'s speech at Tory conference urges 
planning consent based on architectural 
merit 14/10, p10 
How much should planning officers 
influence design? (Moor) 9/9, p34 
Two councils at top and bottom of planning 
decision league (Moor) 14/10, p34 
PPG13, new guidance note published 18/3, 


po 

Road transport policies: 
Budget spending cuts lead to halving of new 
road schemes for 93/4 4/3, p7 
Design, Build, Finance and Operate 
Concessioas For Trunk Reads and 
Motorways, published for consultation by 
DOT 22/4, p10 
Rural areas. 
Gummer to issue White Paper which would 
restrict housing 21/10, p5 (Leader), 10 
Sustainable development, latest buzzword in 
planning (Moor) 27/5, p24; 9/12, p29 

Plastics, Plastic product supply may be 
disrupted by polymer shortage 26/8, p6 

Plater Inkpen Vale & Downie: Walthamstow 
church design wins competition 18/3, p14 
ail) 

Plumbing and Drainage, Special Feature 18/2, 
p34-42 (ill) 

Plymouth 
Royal William Yard development, Tarmac is 
favourite for contract 22/7, p12 
Sainsbury Superstore, Marsh Mills 17/6, p13 
ail) 

Tesco abandons construction of Plymouth 
site 4/2, p9 

Poland: Bovis to build new chocolate factory at 
Poznan 11/11, p14 

Pollution, see Environment 

Polypipe: Profits and prices up 23/9, p16 

Portillo, Michael 

RIBA. insurers and solicitors to send paper 
to him re CONDAM 9/9, p11 Gil) 

Secret memo reveals Highways Agency was 
always destined for privatisation 3/6, p12 
(ill) 

Portsmouth 
MOD office and laboratory plans 
downgraded 10/6, p13 
Portsmouth Historic Dockyard Visitor 
Centre 26/8, p24-7 (ill) 

Portugal 
Lisbon 

Competition for Lisbon Expo 98 won by 
London office of SOM 11/11, p9 GD 

Four star hotel and conference centre 30/9, 
p9 Gill) 

Potter, Robert, 85 year old consultant on St 
Nicholas church undercroft, Sevenoaks 4/11, 
p9 (ill) 

Poulson, Tim, CE YRM 
On auditors declaring fundamental 
uncertainty over practice 29/7, p15 (ill) 

On increasing losses 21/1, p15 (Gill) 

Poundbury, Prince of Wales village: 
Architecture feature 1/4, p28-9 (ill) 

On Site 1/4, p24-7 Gil) 

Zurich Municipal gains registration of 61 
Poundbury homes with its insurance 
schemes 15/4, p9 

Powder Coatings, Product Feature 5/8, p38-9 
dil) 

Powell Moya 
Mildmay Centre Mother and Child AIDS 
unit, Building Dossier 18/2, p25-32 (ill) 
Royal Holloway College, University of 
London, Bedford Library, Building dossier 
25/11, p43-50 (ill) 

Power Stations: 

Bankside Power Station, only sensible thing 
is to knock it down (Pawley) 3/6, p22 
Barking Power Station 25/2, p7 Gill) 
Sellafield, Royal Society report for Nirex says 
timescale for nuclear waste store is optimistic 
18/11, 10 

Powergen operational hq 
Completed 9/12, p10 Gil) 

Due for completion 25/3, p11 

Precast Concrete, see Concrete 

Prefabricated Buildings: Why are there not 
more rapid redeployment buildings? 
(Pawley) 12/8, p22-3 

Price, Jennie, BBC, reaction to Latham review 
22/7, p9 Gi) 

Price-fixing, see Corruption and Fraud 

Prices, see Costs 

Prince of Wales, see Architecture:style; 
Poundbury; Ebbw Vale urban village 

Prisons: 

NAO report on recent building programme 
criticises budget and delays 22/7, p11 

USA to launch massive prison-building 
programme 2/9, p14 





Private Finance Initiative. see Planning: Joint 
Ventures 
Proctor and Gamble, new hq 
First stage building 11/3, p10 (ill) 
Tenders invited 4/2, p11 (ill) 
Procurement: 
European Costings data 25/3, p44-7 
Foresite Feature 4/2, p36-41 (ill); 1/4, p5 
(Leader) , 30-4; 7/10, p54-8 
Government review of procurement policy, 
approved by PM 26/8, p4 (Leader), 5 
M&S and Norwich Union switch to D&B; 
British Gas and Tesco switch to partnerships 
11/11, p5 (Leader), 9 
NAO inspection of MOD procurement 
methods begins 23/9, p8 
RIBA proposes to issue guidance to clients on 
competitions and procurement 8/7, p10 
RICS sends examples to DOE of bad 
procurement practice 15/7, p11 
Specification Substitution 
Part 1, The Manufacturers 2/9, p5 (Leader), 
36-8 (ill) 
Part 2, The Architect 9/9 
Part 3, The Contractor 16/9 
Part 4, The Subcontractor 23/9 
Procurement Costs: 
City of London office blocks 14/10, p42-8 (ill) 
Day Surgery Units 10/6, p54-60 (ill) 
Distribution Centres 26/8, p32-9 (ill) 
Hotels 25/11, p52-9 Gill) 
Private hospitals 11/2, p44-8 (ill) 
Schools 22/4, p36-42 (ill) 
Product Features: 
Architectural lronmongery 22/7, p38-47 (ill) 
Ceilings and Partitions 8/4, p28-9 (ill) 
Cladding and Curtain Walling 10/6, p36-52 
(ill) 
Concrete 11/3, p34-47 Gil) 
Fire and Security 5/6, p5 (Leader) , 32-2 
Insulation 14/1, p24.34 
Landscaping 23/9, p34-50 (ill) 
Plumbing and drainage 18/2, p34-42 (ill) 
Stairs, Lifts and Escalators 9/12, p38-9 (ill) 
Steel construction 12/8, p34-41 (ill) 
Professional League, Building survey of 
professional practices 16/9, p23-9 
Profiles, see Building Profiles 
Property Holdings 
Cabinet Office report plans shatze up of 
appointment of consultants and contractors 
3/6, p10 
Property Services Agency (see also TBV 
Consult) 
Critical report by National Audit Office on 
Patent Office relocation to Gwent 25/2, p12 
(il) 
Ex-PSA division B&P, moves chairman 
Trevor Osborne into reduced role 18/11, p9 
Public Accounts Committee 
Report criticises Government departments’ 
management of major public projects 4/2, 
plo 
Report on Housing Associations’ financial 
management 6/5, p10 
Public Conveniences, see Toilets 
Public Houses, see Restaurants and Pubs 
Public Record Office extension, On Site 30/9, 
p34-8 (ill) 
Pumping Stations, see Industrial Buildings 
Purdie Lumsden, liquidation of engineering 
and construction firms leaves 800 creditors 
24/6, p8 


Q 


Quality Assurance 
Anglian Water charges non-QA firms huge 
audit fee to tender 21/1, p13 
Cost of BS5750 quality assurance registration 
slashed 22/4, p12 
President of ICW advocates abandoning QA 
in favour of apprenticeships 28/1, p10 
Quantity Surveyors (sez aiso Royal Institution 
of Chartered Surveyors) 
Project Managers are outperforming 
traditional QSs 3/6, p7 
RICS survey 
Finds skill gap growing 4/11, p5 (Leader), 
15 
Shows first rise in enquiries since 1989 6/5, 
pl2 
Queen Mary College, see Universities and 
Colleges 


R 


RAC South-West operations centre 2/12, / 
(ill) 

Racecourses, see Sports grounds 

Radon, see Environment 

Rael-Brook, Laura, window dresser for vacant 
shops, Off Centre feature 9/12, p23 Gil) 

Railtrack (see also British Rail) 
Confidential survey commissioned from four 
QS firms shows 30-40% cost overrun on 
British Rail projects 2/12, p11 


3 Gi 





To attempt to stamp out dutch auctioning 
among subcontractors 4/2, p9 
Railway Lines 
Cwil engineering design offices privatisation 
Purchasers would want guaranteed 
workload 9/9, p8 
British Rail Infrastructure maintenance units 
privatisation: 
Confidential survey commissioned by 
Railtrack from four QS firms shows 30-40% 
cost overrun 2/12, pli 
Timetable to be accelerated 27/5, p7 
To take place in 1995 21/1, p10 
Would have to include ‘dowries’ 8/4, p9 
Channel Tunnel Rail Link 
Bovis to bid for construction contract 15/4 
py 
Costain consortium invites trade unions into 
partnership 16/9, p12 
Eurorail still waiting for bid documents one 
week after release 9/9, p9 
Government row over one station or two & 
4.p9 
Nine consortia apply before deadline 29/4 
pli 
Potential bidders warn of heavy 
government subsidy needed 11/3, p9 
Route confirmed, bids to be invited 28/1, p7 
Rumours of Government cash injection 21/ 
1,pl0 
Taylor Woodrow pulls out from Union Link 
consortium 16/12, p6 
Crossrail underground line 
Confidential government study urges 15 
year delay to start 14/1, p8 
David Lidington MP to spearhead revival of 
the Bill 3/6, p8 
Parliamentary Review may save rejected 
scheme 13/5, p8 
Docklands Light Railway 
Beckton extension opens 1/4, p10 (ill) 
Gummer launches competition to finance, 
design and build Greenwich and Lewisham 
extension 4/11, p10 
Mudchute to Lewisham proposed 
extension 
House of Lords rules that Island Gardens 
station cannot be axed 15/7, p11 
Under threat re financial viability 20/5 
pi2 
Jubilee Line extension 
Computer systems, interview with 
Management Services Manager 14/1, p36-7 
Delays 
First contract is slowed by noise controls 
4/3, p8; 11/3, p11 
Heathrow tunnel collapse 
Causes indefinite delay to Jubilee Line 
extension 28/10, p&8 
Work to continue on Jubilee Line before 
end of year 9/12, p12 
MPs concerned that delays will affect their 
new offices 15/7, p9 
Seven contracts hit by delays due to 
design changes and site difficulties 8/7, p5 
(Leader), 9 
TGWU wants to enhance terms and 
conditions for workers 21/1, p8 
Railway Stations 
Birmingham, Jewellrey Quarter station on 
new Snow Hill Line 8/4, p9 
Bradford, mixed development planned next 
to Foster Street Station 3/6, p12 
Bridgewater Station refurbishment 7/10, p&8 
(il) 
Channel Tunnel 
Ashford, Rail Link International station still 
a year from completion 11/11, p11 Gi) 
Decision on location of two stations 
postponed 20/5, p11 
Ebbsfleet chosen as site for international 
station instead of Stratford 2/9, p7 
Kings Cross: Kings Cross Goods Yard 
proposal, abandoned 29/4, p11 
London Transport, disbands Design Policy 
Committee 16/12, p& 
Stratford 
Tenders to design western concourse 
Acer and Chris Wilkinson Architects 
chosen 12/8, p11 
Final shortlist 17/6, p13 
France, Charles de Gaulle Airport station 15 
7, p42-5 (ill) 
London 
Docklands Light Railway 
House of Lords rules that Island Gardens 
station cannot be axed 15/7, p11 
New Gallions Station 1/4, p10 (il) 
South Quay Station to be upgraded 14/1 


Jubilee Line extension stations 
Canary Wharf 
Construction facing delays re removal of 
spoil and de-watering of docks 27/5, p11 
First contract is slowed by noise controls 


4/3, p8; 11/3, pil 





Foxes made homeless by construction of 
Canada Water station 23/3, p11 Gi) 
London Bridge, Taylor Woodrow begins 
tunnelling 27/5, p14 (ill) 
North Greenwich may not be built 
because of funding dispute with British 
Gas 18/3, p12 
North Pole International Depot, shed for 
maintaining Channel Tunnel trains 21/1 
p10 (il) 
St Pancras Chambers restoration 4/3, p7 
(ill) 
Seven contracts hit by delays due to design 
changes and site difficulties 8/7, p5 
(Leader), 9 
South Kensington underground station 
redevelopment scheme 2/12, p10 Gi) 
South Quay Station, Docklands Light 
Railway, to be upgraded 14/1, p9 
Underground station concourses 
designed by Erskine and BDP 11 
(ill) 
Waterloo International Rail Terminal 
Wins RIBA Building of the Year award 9 
12, p12 Gi) 
Wemyss Bay Station restoration completed 
25/3, p7 Gil) 
Rainbird, Michael, president RICS QS division 
Raine Industries 
24% rise in profits 4/3, p15 (il) 
Parkin, Peter, Chairman, warns rise in 
workload will not yield profit until 1996 2/12 
pis 


i. pl4 


Rainforests, see Environment 
Raised Floors, Foresite Procurement Feature 
29/7, pa24 
Rank Xerox Research and Development 
Centre, Welwyn Garden City 2/9, p10 (i) 
Raynsford, Nick (Comment column) 
Arm's length companies could raise private 
finance for upgrading council houses 18 
p29 
Budget, review of measures 7/1, 18 
Fifteen years of Tories in power equal wasted 
housing opportunity 13/5, p22 
Homeless Persons Act, proposed 
amendment 21/1, p22 
Institute of Housing conference, preview 10 
6, p28 
Social housing and homelessness, HOC 
debate 18/2, p20 
Would a change of leader win the 
Conservatives the next election? 22/4, p24 
Reading Construction Forum, to be formed to 
improve UK industrial and commercial 
buildings 20/5, p5 (Leader), 11 
Reading University Soil Science Laboratory & 
7,pi3 Gi) 
Receiverships 
Fewer companies went under in 1993 say 
Touche Ross 11/2, p16 
Private Members Bill tries to introduce lien 
system 29/4, p7 
Shortcomings of UK insolvency law may have 


been overcome in Germany (Minogue) 25/2 


pi2-3 
Recession, see Market Conditions 
Recycling, see Environment 
Recruitment, see Staff 
Redland 
Chairman gives bullish report at AGM 3/6 
pis 
Feature on performance of French division | 
4, p13 Gi) 
Plans to float on German stock exchange 
10, pl4 
Profits rise, but UK sales static 8/4, p13 
Smith, Andrew, MD Redland Bricks 
suggests no increase in production despite 
pis Gi) 
Redland Koramic joins with Van Biervliet to 
form Terca Bricks 29/4, p16 
Redrow Group 


lengthening delivery times 1/7 


Buys land for huge Kingsmead housing 
scheme 24/6, p14 
Flotation 


p15 (Leader) 


Finalising arrangements 4/2 
5 Gill) 
Missed market high 5/6, p15 Gi) 
Profits soar 4/3, p15 
Profits and turnover up 30/9, p15 Gi) 
Redundancies, see Market Conditions 
Refurbishments and Restorations (see also 
Conversions) 
Housing: Winterton House refurbishment 
technology focus 4/11, p36-40 (ill) 
Museums and Galleries, Building Renewal 
supplement 25/2 
Renovation Grants, small builders campaigr 
to maintain levels 25/2, p11 
Shops and Shopping Centres 
Smithfield meat market refurbishment 
nearing completion 29/4. p7 (ill) 
Theatres 
Theatre Royal, Haymarket, reopens afte 
restoration 29/4, p9 (ill) 
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1994 BUILDING INDEX 


Rehabilitation centre for deaf-blind, Barnet 7/ 
10, p10 Gi) 
Religious Bui'dings 
Chesham, Emmanuel Church, Building 
dossier 27/5, p39-46 (ill) 
Chorley, Mormon Temple proposal 9/12, p7 
(il) 
Churches and Cathedrals Building Renewal 
Supplement 17/6 
East Sussex, Christian Community New 
Church, highly commended in copper 
roofing competition 18/3, p10 (ill) 
Glasgow, St Teresa's Church, new hall in 
nave 14/10, p11 Gi) 
Pinner, St John's Church, new hall 15/7, p9 
(il) 
London 
Hindu Temple, London NW10, On Site 25, 
11, p34-9 Gil) 
London Marble Arch Synagogue 7 
(ill) 
St James Garlickhythe, now fully restored 
after crane damage 17/6, p8 (ill) 
Walthamstow church design wins 
competition 18/3, p14 (ill) 
Sevenoaks, St Nicholas church undercroft 
extension 4/11, p9 Gi) 
Winchester Cathedral, Visitor Centre 14/1 
p38-9 (ill) 
Renovation Grants, small builders campaign to 
maintain levels 25/2, p11 
Reports 
Alternative Development Patterns: New 
Settlements, \aunched by Housing Minister 
(Moor) 28/1, p18 
Assessing the Impact of Urban Policy report 
commissioned by DOE, published 24/6, p13 
Building Towards 2001 report, review of 
progress 20/5, p5 (Leader), 30-5 (ill) 
Contractors’ Influence on Product Decisions, 
published by Barbour Compendium 22/7 
plo 
Controlling the Upwards Spiral: Construction 
Performance and Cost in the UK and 
Mainland Europe, report by Business Round 
Table 15/7, p5, 10, 20-2 
Enforcing Health and Safety Legislation in the 
Workplace: Report by the Comptroller and 
Auditor General, National Audit Office 18/2, 


1. p9 


ps 
English Homes: a National Asset?, BEC/FMB 
25/2, pil 
Grant Maintained Schools: Construction and 
Property Requirements report published 14/1, 
pli 
Guidelines for the Value Assessment of 
Competitive Tenders, published by CIC 11/11 
plo 
Housing and Social Justice report 
recommends setting up housing bank 13/5, 
plo 
Inquiry Into Planning For Houses, report by 
Joseph Rowntree, review (Moor) 29/7, p29 
Inquiry into Planning for Public Housing, 
published by Joseph Rowntree 24/6, p10 
New Homes in the 1990s: a Study of Design, 
Space and Amenity, Joseph Rowntree 
Foundation 22/7, p13 
NHS Trust Hospitals, R\CS report on capital 
projects 14/10, p11 
Papering Over the Cracks, National Housing 
Forum 3/6, p9 
Private Funding for Construction Innovation 
and Research report suggests research levy 
on contractors via CITB 18/2, p6 
The Procurement of Professional Services, 
published by CIC 18/11, p12 
Prospects For Office Demand report foresees 
increase 20/5, p9 
Roads Aren't Working, Greenpeace report 
steps up anti-roads campaign 2/9, p8 
UK Construction: corporate Performance and 
Profitability, to be published in September 
27/5, pl4 

Research (see also Building Research 
Establishment) 
CIC report suggests research levy on 
contractors via CITB 18/2, p6 
EPSRC to offer £4m grants to construction 
16/9, p10 
Japan, British delegation to investigate 
methods 9/9, p12 
Massey, Finlay, Technology Hunter for 
Laing, profile of the job 22/4, p43 
Research Grants from the El 
Feature 17/6, p52-3 
UMIST research into site safety incentives 
28/1, p29 

Research Buildings, see Laboratories 

Restaurants and Pubs 
St John Restaurant, Smithfield, product focus 
18/11, p50-1 Gill) 
Tasty: Good Enough to Eat, restaurant design 
exhibition at RIBA 17/6, p12 (ill) 
Truscott Pub Broadgate, CAMRA/English 
Heritage Pub Design Awards, winner 18/3, 
pli Gi) 


Technology 








Restorations, see Refurbishments and 
restorations 

Restrictive practices, see Labour 

Review of the Year 16/12, p21-33 (ill) 

RIBA, see Royal Institute of British Architects 

Rice, Graham, Embankment Place and Shell 
Centre (Wonders and Blunders) 4/11, p22 
(il) 

Rice, Peter 
An Engineer lmagines, Book Review 29/4, 
p34 Gill) 

Charles de Gaulle Airport station, Paris 15/7, 
p5 (Leader), 42-5 Gi) 

Richard Ellis survey of office building design, 
published 4/11, p12 

Richard Rogers Partnership 
Channel 4 new hq Architecture Feature 20/5, 
p39-44 (ill) 

Walbrook House redevelopment commission 
from Palumbo 17/6, p8 

Wins South Bank Centre Competition 16/9 
pli 

Rick Mather Architects 
All-glass extension to Hampstead house, 
RIBA Regional Awards for architecture 
winners 4/11, p11 Gi) 

Ridout, Graham, Building magazine wins Hill 
Samuel Writer of the Year award 13/5, p13 
(ill) 

Risk 
Design and build contracts should not be 
chosen as a means of inflation risk evasion 
(Minogue) 30/9, p31 
Risk Management, Foresite Procurement 
Feature 7/10, p58 

River Thames 
Three councils to draw up plans for 
improvements to north and south banks 16/ 
9, py 

RMC Group: 

Increase in profits 30/9, p15 
Rise in profits 15/4, p16 
Roads (see also Transport) 
Budget spending cuts 
BMP executives accuse government of 
using ‘green’ policies to cut roads spending 
2/12, p13 
Further spending cuts predicted for autumn 
budget 4/11, p13 
If Budget puts the brakes on, contractors 
will have to turn to trains and trams 11/11, 
p16-7 (ill) 
Lead to halving of new road schemes for 
93/4 
Announced 4/3, p7 
Confirmed by MacGregor 8/4, p11 (il) 
Roads budget cut by 10% 2/12, p5 (Leader), 
x 
DOT Highways Agency 
Privatisation plans 13/5, p12; 3/6, p12 Gill) 
Unions warn privatisation will jam 
programme 23/9, p13 
Edinburgh, Royal Mile to be repaved 14/1, p7 
Greenpeace report steps up anti-roads 
campaign 2/9, p8 
M11-Hackney link road, DOT may issue 
injunctions against protestors 25/3, p10 
Newbury Bypass bidders hassled by 
environmental protestors 9/9, p10 
Private funding 
Costain to team up with Bovis to bid for 
government build-and -operate road 
programme 16/9, p7 
Design, Build, Finance and Operate 
Concessions For Trunk Roads and 
Motorways: 
Eight teams to bid for first four road 
schemes 7/10, p11 
Government invites first bids from private 
consortia 26/8, p6 
Published for consultation by DOT 22/4, 
plo 
Second round shortlist announced 18/11, 
ps 
Road improvements and Dee Estuary 
Bridge, Kier wins contract 26/8, p8 
Roadbuilders must go on the PR offensive 
(Comment) 29/7, p26 

Robert Narracot Partnership, owed money by 
Malcolm Kellar for mansion at private zoo 
11/2, p8 

Roller Coaster at Blackpool Pleasure Beach 
wins Institution of Structural Engineers 
Special Awards 9/12, p13 (ill) 

Rooff 
Fountain Mews, Haverstock Hill 2/9, p12 (il) 

Roofing 
BS747 Type 1 roofing felts to be withdrawn 
28/1, p28 
Building supplement 4/11 
Hampshire Tennis and Health Club tensile 
roof, technology focus 14/10, p50-2 (ill) 

Royal Albert Hall, see Theatres 

Royal Automobile Association, new control 
centre at Bristol 6/5, p7 Gill) 

Royal Fine Arts Commission 
Criticises architectural detailing of 





Wimbledon Lawn Tennis Club 
redevelopment 1/7, p11 

Publishes What Makes a Good Building? 22/ 
4, p5 (Leader), 11 Gi: 

Royal Institute of British Architects (see also 
Architectural Education; Architecture) 
CONDAM regs: 

Rejects last ditch by HSE to endorse new 
regs 22/7, p10 
RIBA, insurers and solicitors to send paper 
to Portillo 9/9, p11 Gi) 
Row over memo from building control 
committee 29/4, p5 (Leader), 9 Gil) 
Design and build forum proposal by Ray 
Paramor, Duffy not keen 23/9, p12 
Fee scales, RIBA reissues voluntary 
guidelines on fee levels 21/10, p5 (Leader). 
13 
Financial Crisis 
Budget frozen due to deficit 20/5, p9 
Stormy Council meeting re proposed cuts 
for next year 28/10, p9 
Insurance 
RIBA to end joint venture with APIA 27/5, 
ps 


Directors of RIBA Insurance Agency 
resign 10/6, p10 
Notice given 10/6, p10 
RIBA to vote on compulsory PI 11/2, p8 
Joint Contracts Tribunal, RIBA vetoes new 
clause on cost-saving ideas 25/2, p5 (Leader), 
10 
Members surveyed by DOE on Quality in 
Town and Country 
Published 26/8, p4 (Leader), 9 
Reviewed (Moor) 18/11, p26 
Phoenix companies, RIBA to debate ethics 
13/5, p5 (Leader), 9, 18-9 
President 
Luder, Nicholson and Deans candidates for 
95/96 presidency 
Announced 1/7, p8 
Profiles of Luder and Nicholson 18/11, 
p18-9 (ill) 
Procurement Task Force proposes to issue 
guidance to clients on competitions and 
procurement 8/7, p10 
Quarterly workload survey 
Confidence grows as commissions turn into 
real jobs 24/6, p7 
Most optimistic for five years 25/3, p11 
Number of new commissions continuing to 
fall 30/9, p10 
Recruitment drive will waive rejoining fee and 
arrears 25/2. p10 
Registration 
ARCUK and RIBA set to agree on proposal 
for slimined down registration body 25/2, 
pl2 
Response to Latham Review calls for 
restoration of their role 3/6, p10 
Reid, Alex, DG 
Hands over contracts copyright to JCT 30/ 
9, p8 
May thwart JCT plan to become limited 
company by claim to copyright 1/7, p5 
(Leader), 13, 2/9, p10; 9/9, p9 
Royal Gold Medal for architecture 1994, won 
by Michael and Patty Hopkins 18/2, p6 
Salary survey, 8/4, p5 (Leader), 17-9; 2/9, p5 
(Leader), 9, 16-8 
Staff: Director General wants to de-recognise 
staff trade union 20/5, p11 
Royal Institution of Chartered Surveyors: 
BCIS analysis of tenders for North West 2/9, 
pl2 
Calls for radical shake-up of National Joint 
Consultative Committee 27/5, p13 (ill) 
Construction employment forecasts 23/9, 
pli 
Continuing Professional Development 
RICS review of programme 11/2, p20-1 
Housing Market survey shows sales static 
21/10, p5 (Leader), 10 
Latham review, RICS wants place on clients 
forum 12/8, p8 
Methods of Investigating Inadequate 
Professional Services to be discussed at 
council 8/4, p8 
NHS Trust Hospitals, report on capital 
projects 14/10, p11 
Predicts job loss consequences of various 
public spending cuts 25/11, p8 
Professional Indemnity Insurance 
Plans to ditch recommended broker in 
favour of direct link with Lloyds 4/3, p7 
RICS Insurance Services imposes High 
Court injunction 11/3, p9 
Rainbird, Michael, president RICS QS 
division 
Response to DOE consultation accepts need 
for registration of architects 16/9, p8 
RICS recommends that single body should 
manage MOD buildings 29/4, p10 
RICS tender price forecast 18/3, p14; 17/6, 
p17: 7/10, pl4; 4/11, p5 
(Leader), 16; 16/12, p4 (Leader), 10 





Sends examples to DOE of bad procurement 
practice 15/7, pil 
Workload statistics 
Activity rises for first time in four years 5/8, 
ps 
First rise in enquiries since 1989 6/5, p12 
Skill gap growing 4/11, p5 (Leader), 15 
Workload falls in last quarter of 1993 4/2, 
pll 
Royal Mail, new road-rail interchange at 
Stonebridge Park 21/1, p13 Gil) 
Royal Opera House, see Theatres 
Royal Society of Arts, see Universities and 
Colleges 
Royal Town Planning Institute 
Submits scheme to Commons committee to 
fight out-of-town shopping 24/6, p11 
Royal William Yard development. 
Plymouth, Tarmac is favourite for contract 
22/7, pi2 
Rusjon, St George's Church, Peckham, 
conversion to thirty flats 25/11. p7 GD 
Russell & Pearson 
St Teresa's Church Glasgow, new hall in nave 
14/10, p11 Gi) 
Russia 
Mosc ow 
British Embassy foundation stone laid 21 
10, p8 Gil) 
Osipenko Street development, Bovis faces 
axe over late running 23/9, p11 
Rutland Group 
Bedfont Lakes business park, Lakeshore five 
building addition 2/12, p11 Gi) 


S 


S Lucas Spray & Painting 
Nathan Crew alleged racism 
Contractor cleared 10/6, p13 
Goes to industrial tribunal 15/4, p8 
Safety, see Health and Safety 
Sainsbury to change procurement methods, 
contractors lists and contracts in wake of 
Latham review 21/10, p7 
Salaries, see Staff 
Salford: Harbour City (Phase one) Salford 
Quays, Quality Brickwork Award winner 24/ 
6, p36-49 (ill) 
Salveson Brick 
Ibstock tipped as likely buyer 25/11, p16 
Up for sale 14/10, p16 
Samsung plant, see Industrial Buildings 
Sand and Gravel Association, warns of rise in 
price of aggregates 22/4, p11 
Saunders, Dick, new head of Treasury Private 
Finance Unit, promises public spending will 
not come to a halt 16/12, p6 
Schalk: Sainsbury's supermarket, Harlow 29/7, 
p7 Gi) 
Schal Bovis: Japan, National Auditorium, 
Yokohama 9/9, p11 (il) 
Schools: 
Grant Maintained Schools 
Department of Education plan to let 
governors raise private cash against assets 
Announced 29/7, p6 
Shelved 4/11, p10 
Grant Maintained Schools: Construction 
and Property Requirements report 
published 14/1, p11 
London 
Plue Gate Fields Schools, Tower Hamlets, 
Case Study 22/4, p46-7 (ill) 
King Alfred School, North London, Building 
Dossier 17/6, p41-8 (ill) 
St Saviour’s Infants School, Ealing, 
proposed extension 28/1, p8 (ill) 
Swanilea Secondary School, Structural Steel 
Design Awards, winners 4/11, p12 (ill) 
Procurement costs 22/4, p36-42 (ill) 
Schools of Architecture, see Architectural 
Education 
Science Parks, see Business Parks 
Scottish Homes: 
Fails to use one third of government social 
housing grant 29/4, p9 
May offer incentives to Housing Associations 
to use recycled materials 9/9, p11 
Putting Building Maintenance Division up for 
sale 5/8, p11 
Scott, Terry, Sulzer-Infra, reaction to Latham 
teview 22/7, p16 
Sculptures: Lightning sculpture on electricity 
substation 26/8, p7 
Seifert Lid 
Receivership, John Seifert Ltd to sue 
receivers re share of Archimed shares 14/1 


Self-employed, see Staff 
Sellier, Bob, CE YJ Lovell 

On bank debt restructuring 7/1, p12 (ill) 

On likely merger in 1995 10/6, p16 (ill) 
Seminars, see Conferences and Seminars 
Service Stations 

Joint venture stops: 

Government plan to build 20 7/1, p11 
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May be stalled by costly planning inquiries 
4/3, p13 
Service Stations Special Feature 4/3, p5 
(Leader), 28-38 Gill) 
Sevenoaks, St Nicholas church undercroft 
extension 4/11, p9 (ill) 
Severn Bridge, sacked workers reinstated 24 
6, p9 
Severn Estuary airport scheme unveiled by 
London solicitor 11/3, p12 
Share Prices, see Market Conditions: Stock 
Market 
Sheffield City Council 
Proposed privatisation of design and building 
services 
Architects threaten strike over 
redundancies 11/2, p9 
Labour group decides to oppose plans 9/9, 


ps 
Unison to lobby council 10/6, p11 
Sheffield tram system three span bridge 25/3, 
pi2 Gi) 
Sheltered Housing. see Housing: Elderly 
Shepherd Construction 
Leeds University Sentinel Towers housing 
complex 27/5, p11 Gil) 
Shiplee, Howard, Building Manager of the 
Year Award, gold medal Winner 7/10, p31-48 
Gi) 
SHK Services: 
Gets financial backing and changes name to 
Meica 21/10, p18 (ill) 
Set up by three ex-directors of Kentz 11/3, p& 
Shops and Shopping Centres: 
Bristol, Norwich Union issues writs against 
Tarmac re Galleries Shopping Centre 14/1, 


p6 
Building Retail special feature 13/5, p37-51 
ai) 
Burnley, new Asda Superstore 12/8, p10 (ill) 
Cardiff, Wilson Bowden selected to develop 
Ferry Road retail park 5/8, p8 
Docklands, Tobacco Dock shopping centre 
being changed into factory shop 4/3, p13 (ill) 
France, Euralilie shopping centre and Lille 
Grand Palais, Architecture Feature 21/10, 
p44-50 (ill) 
Glasgow, Muji store wins National 
Association of Shopfitters Design Award 1/7, 
pl2 ai) 
Hemel Hempstead, new Tesco Store 14/10, 
pi2 Gil) 
London 
Co-op scheme for shopping development in 
Westminster 4/3, p10 
Finsbury Pavement scheme for M&S 3/6, 
plo (ill) 
White City Centre planned at Shepherd's 
Bush 7/1, p9 
Out of town retail development 
DOE Guidance to be published in next few 
weeks 13/5, p11 Gil) 
Gummer's decision to curb (Moor) 25/2, 
p28 
HOC Environment Committee: 
Inquiry opens 25/2, p8 
Report published, crackdown called for 4/ 
11, p8 
New DOE policy analysed 26/8, p14-5 
RTPi submits scheme to Commons 
committee to fight out-of-town shopping 24/ 
6,pll 
Tony Baldry MP clarifies policy on edge-of- 
town stores 3/6, p& 
Supermarkets: 
Aukett Associates commissioned by Asda 
and Tesco to design ‘concept stores’ 25/11, 
pi3 
Sainsbury Superstore, Marsh Mills 
Plymouth 17/6, p13 (ill) 
Sainsbury to change procurement methods, 
contractors lists and contracts in wake of 
Latham review 21/10, p7 
Scaling down building programmes as 
market is saturated 28/1, p12 
Tesco abandons construction of Plymouth 
site 4/2, p9 
Tesco to refit 45 William Lowe stores 
following takeover 12/8, p14 
Thurrock, Multi-storey car parks at Lakeside 
Shopping Centre, 7/1, p10 Gil) 
Watford, Blockbuster Video Store 12/8, p12 
ail) 
Sick building syndrome, see Health and Safety 
Siddle, Richard, Quantity surveyor turned 
racing driver, Snapshot Feature 1/7, p25 (ill) 
Signalling centre for BR, Gillingham 23/9, p11 
(ill) 
Simms, Neville, CE Tarmac: 
Backs government Private Finance Initiative 
following contractors’ attacks 23/9, p5 
(Leader), 7 Gil) 
Business Profile 29/4, p17 (ill) 
Increase in profit and turnover; UK exposure 
to be restricted 30/9, p14 (ill) 
Reaction to Latham review 22/7, p9 (ill) 
Top of construction earnings league 6/5, p7 





Simons Construction, Marine Directorate 
office, southampton, Quality Brickwork 
Award winner 24/6, p36-49 (ill) 

Sindall Construction 
Newham Magistrates Court opens 22/4, p& 
ai) 

Old Street Arches four-sided illuminated 
advertising box 
Commissioned 11/3, p11 GD 
Completed 8/7, p9 Gil) 
Taken over by Morgan Lovell 7/10, p14 
Sir Norman Foster & Partners 
British Museum redevelopment 
Competition won by Sir Norman Foster & 
Partners 29/7, p6 Gil) 
Design remodelled 18/11, p10 
Office CAD systems 21/1, p44-5 (ill) 
Practice offices to be opened on London 
Open House Day 2/9, p7 Gi) 
To jointly design insurance hq building in 
Dusseldorf 14/1, p10 (ill) 

Sir Robert McAlpine 
BR signalling centre Gillingham 23/9, p11 
(il) 

Channel Tunnel Customer Service Centre 
opens 25/2, p11 (il) 

On shortlist of two for Royal Brompton 
extension 21/10, p16 

Tipped to win contract for Royal Brompton 
Hospital extension 16/12, p5 

Skidmore Owings & Merrill: Competition for 
Lisbon Expo '98 pavilion won by London 
office 11/11, p9 Gi) 

Skyscrapers, see Towers 

Smart Homes, see Houses, Automated 

Smith, chairman Wainhomes: 

On proposed flotation 28/1, p11 (ill) 
Plans to double output in next 2 to 3 years 25, 
2. p15 Gi) 

Smith, Andrew, MD Redland Bricks, 
suggests no increase in production 
despite lengthening delivery times 1/7, p15 
ql) 

Smith, Chris, Bevin Court, Holford Place and 
Elephant and Castle shopping centre 
(Wonders and Blunders) 16/12, p16 

Smith, Dr Gerald, former CE Farr Group, loses 
appeal against two year sentence 11/3, p13 
(ill) 

Smith, Steve and Mark Dawson, long-straw 
thatchers (Master Craftsmen series) 8/7 
p44-6 (ill) 

Smithfield meat market refurbishment nearing 
completion 29/4, p7 (ill) 

Snapshot (see also Off Centre) 

Assistant to Sir Michael Latham review 5/8. 
p21 Gil) 

Bat protector for Vincent Wildlife Trust 
(Colin Morris) 29/7, p27 (i) 

Brewery director sideline for Higgs and Hill 
CE (ohn Theakston) 12/8, p23 (il) 
Carpenter on Waltham Forest skills training 
scheme (Jim Stoll) 2/9, p23 (il) 

Church architecture and conservation 
(Martin Stancliffe) 17/6, p27 (ill) 
Conversions of power stations (Philip 
Lancashire) 9/9, p29 (ill) 

Design and export of pub interiors (Mark 
Pearce) 10/6, p29 (ill) 

Design of Durham Cricket gro: 

cricketer (Bill Ainsworth) 8/7, p25 (ill) 
Drainage of West India Dock John 
McGetrick) 3/6, p23 (ill) 

Female roofer (Claire Holyoake) 15/7, p25 
(ill) 

Inspection of bridges between Bangkok and 
Burmese border (Chris Chilver) 30/9, p23 
(ill) 

Lego models for Windsor Lego World 
(Henrik Lykke) 24/6, p25 

M&E contractor and ex-corporate entertainer 
(Robert Stewart) 22/7, p27 (ill) 

Quantity surveyor turned racing driver 
(Richard Siddle) 1/7, p25 Gill) 

Treehouse designer and builder (Steve 
Johnson) 23/9, p27 (Gil) 

Visit to Sarajevo for Hope and Homes charity 
(Ken Groves) 26/8, p19 (ill) 

Snow leisure facilities, see Sports and Leisure 
Centres 

SOL Construction, Trent Divisional Police HQ, 
Quality Brickwork Award winner 24/6, p36- 
49 Gill) 

Solar Architecture, see Energy 

Solihull 
Village on outskirts, outline planning 
application 27/5, p9 

Somerset House, report proposes partial 
opening to public 23/9, p8 (ill) 

Sound Insulation, Insulation Special Feature 
14/1, p24-34 

South Africa: 

Cape Town ard Durban expansion feasibility 
studies 23/9, p9 

DOT trade mission 15/7, p13; 22/7, p11 

Few immediate openings for UK contractors 
6/5, p9 





Public transport feasibility study to be carried 
out by British QS 28/10, p10 
Unlikely to provide source of work for UK 10/ 
6, p18 

South America (see also under individual 
countnes) 
Trade mission 

Reports back major infrastructure 

opportunities for UK firms 23/9, p9 

To be led by John Gummer 2/9, p& 

South Bank Centre Competition 
Exhibition of retrospective proposals for the 
area at Architecture Foundation 11/2, pS 
(Leader), 10 
Launched 4/2, p13 @i) 
Ten practices shortlisted 1/4, p5 (Leader), 10 
Three practices shortlisted 15/7, p7 
Won by Richard Rogers Partnership 16/9 
pil 
Southampton 
Eastleigh Airport, total rebuild 9/12, p32-5 
(ill) 
Oceanography Centre On Site 4/2, p30-5 (iD 
Southwark, London Borough of 
Huge estates redevelopment project 

Competition row 13/5, p7 GID 

Laing chosen as private partner 12/8, p12 

Proposal 14/1, p9 
Space Standards, see Housing 
Spackman, Chris, Glyndbourne Opera House 

and BBC White City (Wonders and 
Blunders) 16/9, p32 (ill) 
Special Features see Product Features 
Specialist Engineering Contractors Group 
Criticises Government Departments and 
local authorities for inviting too many firms to 
tender 27/5, pl! 
Response to Latham review calls for industry 
watchdog 1/7, p12 
Specifications 
Contractors’ Influence on Product Decisions 
published by Barbour Compendium 22/7 
plo 
Product substitution chain 
Part 1, The Manufacturers 2/9, p5 (Leader) 
36-8 (ill) 
Part 2, The Architect 9/9, p58-9 (ill) 
Part 3, The Contractor 16/9, p56-7 (i) 
Part 4, The Subcontractor 23/9, p56-7 (il) 
Spitalfields Market, see Mixed Developments 
Sports and Leisure Centres: 
Indoor climbing centre, conversion from 
Hackney pumping station, pl 
permission 5/6, p8 (ill) 
Play Drome, Clydebank, Butlding Dossier 
22/7, p29-36 (ill) 
Snowdome indoor skiing centre, Tamworth 
Product Feature 20/5, p54-5 (ill) 

Sports Grounds 
Cricket stadia 

Lord's indoor cricket school 18/2, p8 Gil) 

Cycling tracks, National Cycling Centre 
Manchester 

Completed 18/3, p10 Gi) 

Official opening 23/9, p10 (ill) 

On Site 18/3, p32-7 Gil) 

Football stadia 
Derby County, planning application 26/8 





France, Grande Stade de Saint-Denis for 
World Cup Final 2/9, p11 Gill); 14/10, p7 Gi) 
Kirklees Riverside stadium, On Site 27/5. 
p30-4 (ill) 
Leeds United Football Club East Stand 4/3 
p8 (ill) 
Murrayfield rugby stadium, rebuilding 
project nearly complete 29/7, p11 Gil) 
Spurs football club suing architect re 
refurbishment of East Stand 14/1, p10 
Wembley Stadium major improvements 
Genesis consortium bid 23/9, p9 (ill) 
Wolverhampton Wanderers’ 
redevelopment 18/3, p8 (ill) 
Hong Kong, National Sports Stadium 
completed 25/3, p9 (ill) 
Olympic stadia: Manchester Stadium to be 
built regardless of Commonwealth Games 
11/2, pil 
Racetracks: Nigel Mansell stadium opens at 
Brands Hatch 11/11, ~10 Gi) 
Tennis stadia 
Hampshire Tennis and Health Club tensile 
roof, technology focus 14/10, p50-2 (ill) 
Wimbledon Lawn Tennis Club 
redevelopment 
Phase one planning application 26/8, p& 
(ill) 
RFAC criticises architectural detailing 1 
7,pll 
Try appointed main contractor 25/2, p8 
Gi) 
Spotlight, see Product Features 
Sprinkler Systems, see Fire Protection 
Spyer, Professor Geoffrey, inaugural lecture ai 
Middlesex University 13/5, p10 (ill) 
Staff (see also Direct Labour Organisations; 
Trade Unions) 





Company Benefits, management article 4/4 
pane 
Motivation, management article 11/2. p5 
(Leader), 36-42 (ill) 
Recruitment 
Contractors and consultants expect 
increase 7/1, p9 
Graduate recruitment numbers up on last 
year 26/8, p7 
Headhunting of senior staff gets back into 
swing 22/7, p7 
RICS construction employment forecasts 
23/9, pil 
Salanes and Wages 
Annual pay talks 
Unions claim significant rise but do not 
name percentage 1/4, p7 
European Posting of Workers Directive 
would mean staff must be paid going rate for 
country where working 11/11, p15 
Gallup survey shows pay freezes to end 7/1! 
p5 (Leader), 9, 24-7 
League of top directors’ pay 6/5, p7 
Montrose /Building salary survey 8/4, p5 
(Leader), 7, 17-4, 2/9, p5 (Leader), 16-4 
Paying for Performance- longterm 
incentives in the top 350 listed companies 
published 25/11, p15 
RIBA salary survey 
Top ten firms slashed staff last year 13/5, p5 
(Leader), 14 GID 
Top firms to end wage freezes 7 
Self-enployed staff 
How the Inland Revenue sees the difference 
from employment (Bingham) Part 1 20/5 
p26; Part 2 27/5, p26-7 
Inland Revenue plans change of taxation to 
previous year basis 9/9, p5 (Leader), 12 
Plans to slash eligibility for 714 exemption 
certificate 17/6, p13 
Trade rates climbing steadily out of 
recession 7/10, p9 
Skills shortages 
Confidential briefing paper by government 
and industry working party denies skills 
deficit 1/7, p15 
Feature 20/5, p5 (Leader), 20-1 
Starting to show 22/4, p7 
Working Rule Agreement 
Talks on updating rules break down 8/7, p& 
UCATT, GMB and TGWU about to agree 
changes 27/5, p5 (Leader), 8 
Stairs, Lifts and Escalators, special feature 9 
12, p38-9 (ill) 
Stamp Duty, see Taxes 
Stancliffe, Martin, Church architecture and 
conservation, Snapshot Feature 17/6, p27 
(il) 
Stanhope Properties Glyndebourne opera 
house 4/2, p7 (i) 
Statues, see Sculptures 
Steel 
British Steel price-fixing 
£7m fine by EC 18/2, p8 
One third of constructional steelwork firms 


1, p9, 24 


consider suing 25/2, p11 
Constrado Drawing up proposals to classify 
fabricators by capability 22/4, p13 
DOT to set up QA scheme for UK firms and 
imports 3/6, p& 
Special Feature 12/8, p34-41 Gi) 
Steelwork fabricators want to lower export 
help threshold 27/3, p10 

Steele, Jim, CE Meica, on setting up of new 
company 21/10, p18 Gi) 

Stephens, Mark: Public Record Office and 21 
New Fetter Lane (Wonder and Blunder) 30 
9, p22 Gi) 

Sterling: Coventry Centenary Centre 5/8, p& 
(ill) 

Stewart, Alastair, Business editor of Building 
wins Laing Homes Media Award 21/10, p11 
(ill) 

Stewart, John, HBF, commenting on highest 
housing start figures for five years 11/11, p15 
(il) 

Stewart, Robert, M&E contractor and ex 
corporate entertainer, Snapshot Feature 
7, p27 (i) 

Stewart K Riddick, partners being sued by Nat 
West Bank re overdraft on London Arena 14 
1, plo 

Stiff, Michael, exhibition of drawings of Central 
and Eastern Europe by Michael Stiff at 
Holland Gallery 29/4, p12 

Stock Market, see Market Conditions 

Stockport, Stepping Hill Hospital Education 
Centre, Building Dossier 28/10, p41-8 (ill) 

Stoll, Jim, Carpenter on Waltham Forest skills 
training scheme, Snapshot Feature 2/9, p23 
(i) 

Stone, Helen, MD Cari Bro Building, Building 
interview 2/12. p28-9 (ill) 

Stone cleaning, technology focus 23/9, p52 

Strathclyde, Lord, commends FMB code on 
prompt payment 21/1, p12 Gi) 

Strikes, see Labour 
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Structural Engineers: Art of the Structural 
Engineer, The, Exhibition at RIBA 30/9, p10 
Student Residences. see Universities and 
Colleges 
Students, see Architectural Education 
Styles and Wood: 
Considering taking Forte to arbitration in bid 
to settle final account on Waldorf Hotel 
refurbishment 15/4, p13 
University of Manchester, Christie Building 
refurbishment 1/7, p9 (ill) 
Subcontractors, see Contractors 
Sullivan, Anthony, ACS Construction, suing 
Domefield Construction re garden swimming 
pool 4/3, p9 
Sunday Times survey of UK's 500 wealthiest 
citizens 15/4, p17 
Sunley Turriff: 
Small Heath Mental Health Centre, 
Architecture feature 18/11, p34-40 (ill) 
Wins seven year battle with former managing 
director 11/3, p7 
Sunninghill Construction: Nymans Garden 
Visitor Centres 26/8, p24-7 (ill) 
Supermarkets, see Shops and Shopping 
Centres 
Supersheds, Special Feature 15/4, p41-5 (ill) 
Surgeries, see Healthcare Buildings 
Surrey County Council, three staff suspended 
from Direct Services Division on allegations 
of financial irregularities 2/12, p12 
Surveyors (see also Building Surveyors; 
Quantity Surveyors; RICS): 
Pl insurance: 
RICS Insurance Services imposes High 
Court injunction 11/3, p9 
RICS plans to ditch recommended broker in. 
favour of direct link with Lloyds 4/3, p7 
RICS Methods of Investigating Inadequate 
Professional Services to be discussed at 
council 8/4, p8 
RICS review of CPD programme 11/2, p20-1 
Suspended Ceilings, Foresite Procurement 
Feature 7/10, p56-7 
Sustainability, see Environment 
Swallow Construction formed from Wilcon 
Construction 9/9, p17 
Swanwick, CAA En route Air Traffic Control 
Centre 28/10, p7 Gil) 
Swimming Pools (see also Sports and Leisure 
Centres) 
Syddall, Steven: 
Advice on setting up in business, First Person 
column 30/9, p5 (Leader), 26 (ill) 
Director of failed firm, open letter to Sir 
Micahel Latham 15/7, p24 (ill) 
How does Sir Michael Latham expect to 
achieve the 30% reduction in construction 
costs?, First Person column 25/11, p25 (ill) 
Symonds, Agricultural laboratory in York, 
reported delays 28/10, p9 
System Building, see Housing, System-Built 


T 


Tamworth: Snowdome indoor skiing centre, 
Product Feature 20/5, p54-5 (ill) 

Tarmac Construction: 

AGM disrupted by environmentalists but 
chairman paints rosy picture 10/6, p8 
Amalgamates French and Belgian quarrying, 
construction and housebuilding activities into 
one company 18/11, p15 

Banham, Sir John, Chairman, Building 
Interview 5/8, p28-9 (ill) 

Business Profile 29/4, p17 (ill) 

Charleston Court flats, Broadstairs 15/7, p10 
Increase in profit and turnover; UK exposure 
to be restricted 30/9, p14 (ill) 

Nigel Mansell stadium opens at Brands 
Hatch 11/11, p10 Gil) 

Norwich Union issues writs re Galleries 
Shopping Centre, Bristol 14/1, p6 

Plans to double Tarmac Professional Services 
fee income 13/4, p15 

Plans to re-erect Pegasus Bridge from D-Day 
landings in UK 6/5, p12 

Play Drome, Clydebank, Building Dossier 
22/7, p29-36 (ill) 

Proctor and Gamble, new hq first stage 
building 11/3, p10 (ill) 

Proposal to build car park under Horse 
Guard's parade 7/10, p7 

Sets up environmental advisory policy 25/11, 
p7 

Wemyss Bay Station restoration completed 
25/3, p7 Gill) 

Tasker, David York station canopy and Leeds 
station canopy (Wonders and Blunders) 15/ 
7, p24-5 (ill) 

Taxes: 

Income tax: 
Inland Revenue plans change of taxation to 
previous year basis for self-employed 9/9, 
p5 (Leader), 12 
Self-employed and employed staff, how the 
Inland Revenue sees the difference 








(Bingham) Part 1 20/5, p26; Part 2 27/5, 
p26-7 
Pl insurance, IR consultative document 
suggest no tax relief 15/7, p8 
VAT: Reforms put zero rating on homes 
converted from offices and on electrical 
goods in new houses 29/7, p9 
Tay Homes: Profits double 14/10, p17 
Taylor, David: Durham Cathedral and Hulme 
Estate, Manchester (Wonders and Blunders) 
25/11, p20 Gill) 
Taylor, Peter, Laing Homes: On Partnering as 
management tool 5/8, p31 (ill) 
Taylor Woodrow: 
Begins tunnelling on Jubilee Line London 
Bridge station 27/5, p14 (ill) 
Buys Heron Homes 4/3, p16 (ill) 
Cambridge University Law Faculty building 
topped out 14/10, p9 Gil) 
Chairman Colin Parsons attacks 
Government's anti-inflation strategy 24/6, 
p15 Gil) 
Complains to BEC and FCEC re information 


demanded in prequalification documents 2/9, 


pi2 

New division to combine management 
contracting and research and development 
25/11, pil 

Peacocks Centre, Woking and Talbot Hotel, 
Bristol, Quality Brickwork Award winners 
24/6, p36-49 (ill) 

Profit changes to loss but restricting 
exposure to general contracting 8/4, p13 (ill) 
Pulls out from Union Link consortium 
bidding for Channel Tunnel Rail Link 16/12, 


p6 

Smithfield meat market refurbishment 
nearing completion 29/4, p7 (ill) 

To focus on housebuilding after rise in profits 
16/9, p16 (ill) 

Watford, 310 dwellings converted from 
Victorian orphanage 11/3, p12 

TBV Consult, Public Record Office extension, 
On Site 30/9, p34-8 (ill) 

Team Management (Western) settles dispute 
with University of Wales College of Cardiff 5/ 
8, p5 (Leader), 9 

Team Services: 

Big rise in profits 5/8, p15 
CE Paris Moayedi leaves 6/5, p8 
Extension to Gatwick South Terminal 4/3, p9 

Technology Foresight programme, announced 
by science minister, to include construction 
panel 11/3, p11 

Technology Parks, see Business Parks 

Telecommunications: 

BT working on various multimedia 
communications 25/11, p61 

First private satellite-telecommunications 
centre will be built in France 20/5, p8 
Internet, the possibilities reviewed 2/9, p34-5 
lonica appoints Gleeds and Currie & Brown 
as consultants for new national telephone 
network 4/3, p12 

Television Programmes: 

Architecture Armageddon and its aftermath, 
reviewed (Pawley) 11/2, p31 

Attempt to recreate Stonehenge’s biggest 
arch 24/6, p7 (ill) 

Late Show appearance by Martin Pawley, 
paints bleak picture of profession 14/1, p7 

Television Studios, London: 

Asiansky television hq: 

Detailed planning application made 20/5, p7 
Gill) 

Detailed planning application to be made 11/ 


3, ps 
Channel 4 new hq: 
Architecture Feature 20/5, p39-44 (ill) 
Glass bow window 28/1, p9 (ill); Correction 
25/2, p26 (ill) 
Temples, see Religious Buildings 
Tenders: 
BCIS quarterly survey: 
Predicts 2.8% rise 18/3, p14 
Prices 34% lower than boom 16/9, p12 
Shows rising costs in North West 2/9, p12 
Davis Langdon & Everest predicts 25% rise in 
next two years 14/10, p7 
EC Harris predicts tender prices to rise 12% 
by 1996 21/10, p12 
Gardiner & Theobald 
Raises its prediction for tender price rises 
11/11, p9 
Warn of consequences of cut-throat 
tendering 7/1, p5 (Leader), 8 
FCEC complains that other countries are 
ignoring European tendering rules 1/7, p16 
(ill) 
RICS tender price forecast *7/6, p17 
Three large developers warn that tender cost 
rise would put projects on hold 1/7, p7 
Tensile Structures: 
Hampshire Tennis and Health Club tensile 
roof, technology focus 14/10, p50-2 (ill) 
Terca Bricks formed from merger of Redland 
Koramic and Van Biervliet 29/4, p16 





Termites, first infestation found in Britain 4/11, 


ps 

Terrorism, see Bomb Explosions 

Terry Farrell Partnership: 
Edinburgh International Conference Centre. 
On Site 2/9, p28-32 Gil) 
Former Vauxhall Gasworks site office 
scheme, public inquiry 11/2, p11 (il) 
Westminster Hospital Site, detailed planning 
permission 25/2, p13 (ill) 

Tesco: 
Abandons construction of Plymouth site 4/2, 


py 
To refit 45 William Lowe stores following 
takeover 12/8, p14 
TGWU, see Trade Unions 
Thailand, Bangkok Airport 
Aeroports de Paris and Ove Arup selected as 
preferred designers 1/7, p9; 8/7, p10 
Two UK firms on shortlist 25/3, p13 
Thames Crossings (see also Bridges; Tunnels) 
Highways Agency plan for third crossing at 
Blackwell and reconsideration of other 
shelved crossings 9/9, p7 
Thames Water Ring Main Tower, completed 
4/11, p7 @) 
Thamesmead, six doctor and dentist surgeries 
and village hall planned 7/1, p11 (il) 
Theakston, John, CE Higgs and Hill: 
Aiming to nudge up prefits by pursuing 
negotiated work 7/10, p15 (ill) 
Brewery director sideline (Snapshot Feature) 
12/8, p23 Gil) 
Business Analysis 14/10, p18 (ill) 
Theatres (see also Arenas; Arts Centres; 
Stages): 
Barbican Hall interior improvements 25/11, 
p10 Gill) 
Building Renewal supplement, Performing 
Arts Venues 26/8 
Cardiff, Welsh National Opera design by 
Zaha Hadid: 
To be presented at series of public meetings 
7/10, p9 
Wins competition 16/9, p7 (ill) 
Chester, multipurpose concert hall and 
theatre plan 17/6, p11 Gill) 
Edinburgh Festival Theatre remodelling, to 
open next month 20/5, p9 
Empire Theatre Shepherds Bush, Case Study 
25/3, p48-9 (ill) 
Glyndebourne opera house 4/2, p7 (ill) 
Leicester, De Montfort Theatre, opening 
delayed 18/11, p9 
Liandudno, North Wales Theatre completed 
22/7, p11 Gill) 
London: 
Globe Theatre: 
Mold, Pete, lime plasterer, Master 
Craftsmen feature 21/10, p54-7 (ill) 
Reconstruction begins 11/2, p9 (ill) 
Thatched roof begins 1/7, p11 (ill) 
London Colisseum to apply for National 
Lottery funding 9/9, p7 (ill) 
National Theatre, recent listing will not 
prevent alterations 1/7, p10 (ill) 
Royal Albert Hall, office and lift 
refurbishment 10/6, p7 (ill) 
Royal Opera House: 
Latest plans win planning permission 8/7, 
pl3 
Plans for offices dropped 25/2, p8 
Restructuring consu!tant seeks lower cost 
5/8, p12; 26/8, p10 
Westminster Council considering scaled 
down plans 15/4, p10 
Theatre Royal, Haymarket, reopens after 
restoration 29/4, p9 (ill) 
Nottingham Playhouse theatre, new 
rehearsal space 26/8, p5 (ill) 
Thoburn Colquhoun 
Leicester Football Club West Stand, 
Galvanizers Association Award winner 27/5, 
p13 Gil) 
Pension fund investigation 
Investment in failed property deal 4/3, p13 
Reinvestment plan to make up shortfall 8/7, 
pll 
Thompson, John, founding partner, leaves 
Hunt Thompson to set up new practice 9/12, 


ps 

Thurrock, Multi-storey car parks at Lakeside 
Shopping Centre, 7/1, p10 Gi) 

Thurston, John, CE Higgs & Hill, on rights 
issue to finance purchase of plots from ECC 
20/5, p16 Gili) 

Tilbury Douglas: 
Business Profile 30/9, p16 (ill) 
Interim profits up 23/9, p17 
Manchester Metropolitan University 
Management and Business Faculty Library, 
Architecture Feature 22/4, p31-5 (ill) 
Railway bridge collapse deaths in 1992, HSE 
to prosecute 1/4, p9 
Waitrose chilled product warehouse, 
Bracknell 4/11, p10 (ill) 

Tiles: 





Wall and Floor tiles, Product Feature 11/2, 
p50-1 (ill) 
Timber: 
Timber Rot, technology focus 7/10, p60-1 (ill) 
Timber Frames 
Champion, Roger, timber-frame restorer at 
Weald and Downland Open Air Museum, 
Master Craftsmen series 18/3, p52-4 (ill) 
Timber frame lobby claims embodied energy 
in manufacture and transport of timber frame 
homes is half that of block 11/3, p8 
Timewatch Surveys, see Building Components; 
Building Materials 
Top 20 Contractors Lists, see Contractors 
League tables 
Top 50 Contractors, see Contractors: League 
tables 
Tower blocks, see Housing 
Tower Hamlets Council, DC Contracts wins 
latest round of payment war 4/3, p11 (ill) 
Towers 
Blackpool Tower repainted gold for 
centenary 20/5, p11 Gil) 
Jin Mao office and hotel tower, Shanghai, 
work begins 1/4, p15-6 (ill) 
Las Vegas Stratosphere, planning application 
to increase height 6/5, p11 (ill) 
Petronas twin towers in Kuala Lumpur to be 
tallest in the world 20/5, p10 
Thames Water Ring Main Tower, completed 
4/11, p7 Gi) 
Tower of London 
Celebration of centenary of opening 27/5, 
p7 Gill) 
New exhibition of Crown Jewels 25 
(ill) 
Town Halls, see Civic Centres 
Town Planning, see Planning 
Toys, christmas review of construction toys 
available 16/12, p34-5 (ill) 
Trade and Industry, Department of 
Indian trade mission 
Arranged 30/9, p6 
Six contractors to be represented 28/10, 
pli 
Proposals on Late Payment of Commercial 
Debt rejected as unworkable by BEC 15/4, p5 
(Leader), 12 
South African trade mission 15/7, p13; 22/7, 
pil 
Trade Unions (see also Labour: Strikes) 
AEEU: Construction officer criticises 
government private finance rules 24/6, p9 
Annual wage talks: Unions claim significant 
rise but do not name percentage 1/4, p7 
Channel Tunnel rail link: Costain consortium 
invites trade unions into partnership 16/9. 
pl2 
GMB 
Launches new recruitment drive in private 
sector 16/9, p12 
Seeks permission from large contractors for 
site recruitment campaign 281/10, p13 
MSF, Director General of RIBA wants to de- 
recognise staff trade union 20/5, p11 
TGWU: Wants to enhance terms and 
conditions for Jubilee Line workers 21/1, p8 
UCATT 
Auditor warns of dependence on bank 
support 30/9, p11 Gi) 
Calls for action following Hand-Arm 
Vibration, HSE Guidance Note 15/7, p13 
John Flavin sues John Gould re slander 26/ 
8, p7 
Main banker advised not to lend any more 
money 27/5, p8 
Merger dea! with TGWI 
Delegates to national conference 
Have split opinions 10/6, p11 
Narrowly vote in favour 24/6, p9 
May restrict site recruitment powers 22/4, 


3, pl4-5 


ps8 
Now close 18/3, p9 
New business plan 
Agreement not reached by executive 
council 14/10, p9 
Presented to General Council 13/5, p7 
To be revised 5/8, p8 
Proposal to axe staff opposed by regional 
officers 25/2, p13 
Public denial of rumours that it has gone 
bust 25/3, p9 
Rules Revision Committee votes to replace 
Executive with lay members 20/5, p8 
Scoops gold, silver and bronze in Building 
Industry Half Marathon 7/10, p12-3 (ill) 
Staff to be axed to save costs 11/2, p12 (ill) 
UCATT, GMB and TGWU changes to 
Working Rule Agreement 
About to be agreed 27/5, p5 (Leader), 8 
Talks break down 8/7, p8 
Trafalgar House: 
40 St Mary Axe, restored after bomb damage 
29/4, p15 Gil) 
Bishopsfield Housing Estate Harlow, repair 
programme (Architecture Feature) 17/6, 
p36-9 (ill) 





62 


BUILDING 6 JANUARY 1995 














Cambridge Regional College, Technical 
Department 12/8, p8 (ill) 

East London River Crossing ingenious 
funding scheme proposal 18/3, p7 

East Warwickshire College, revamp of 
teaching block 25/11, p9 (ill) 

Introduces Latham-style anti-conflict drive 9/ 
12, p5 (Leader), 7 

Pergau Dam, Malaysia, costs soar 1/4, p8 
Profit forecast down after job cuts 29/7, p15 
Sale: 


Fails to find buyer 4/11, p9 
Samsung contract in Cleveland, likely to be 
won 4/11, p7 
Shares plunge despite small profit 3/6, p15 
Speculative office scheme on corner of 
Princes and Castle Streets, Edinburgh 8/4, 
p10 Gill) 
Supports payment procedure suggestions in 
Latham report 2/9, p9 
Trafalgar House Construction v General 
Surety & Guarantee: 
ABI drafts new form of performance bond in 
response 10/6, p13 
Judgement on performance guarantees 18/ 
3, p11; (Elliott) 18/3, p30 
Wins large contract for toll road in Indonesia 
28/10, p17 
Training (see also Architectural Education): 
CITB: 
Annual parliamentary orders on raising of 
levy, reflections on debate (Latham) 4/3, 
p22 
Annual report published 21/10, p8 
Apprenticeships, two pilot schemes: 
Difficulty gaining funding 26/8, p10 
To be launched 25/3, p8 
CIC report suggests research levy on 
contractors 18/2, p6 
Contractors want radical shake-up and 
removal of levy 11/2, p5 (Leader) 7 
Debts hit 10m 4/2, p9 
New training policy: 
Launched, with call for government and 
industry support 18/11, p11 
To be launched 11/11, p5 (Leader), 12 
Construction Industry Standing Conference: 
Continuing Professional Development: 
RICS review of programme 11/2, p20-1 
National Vocational Qualifications: 
Construction Industry Standing Conference 
struggles to set them up 4/3, p20-1 
President of ICW advocates abandoning QA 
in favour of apprenticeships 28/1, p10 
The old training systems have broken down 
during the recession (Harding) 17/6, p26 
Tram Sytems, see Transport 
Transmanche Link, see Channel Tunnel 
Transport (see also Planning, Railway Lines: 
Railway Stations; Roads): 
Does PPG13 represent a U-turn in 
Government policy? (Moor) 22/4, p26 
if Budget puts the brakes on road-spending, 
contractors will have to turn to trains and 
trams 11/11, p16-7 (ill) 
MCIA calls on Kenneth Clarke to increase 
transport spending in budget 22/7, p12 
Rising transport costs will increase building 
materials prices 27/5, p50-1 
Sheffield tram system three span bridge 25/ 
3, p12 Gi) 
Transport, Department of: 
Highways Agency: 
Privatisation plans 13/5, p12; 3/6, p12 (ill) 
Unions warn privatisation will jam roads 
programme 23/9, p13 
Stalling on East London River Crossing 
funding scheme proposal by Trafalgar House 
18/3, p7 
Transport Interchanges (see also Railway 
Lines; Railway Stations; Roads): 
Heathrow central bus station, planned 
improvements 17/6, p7 
Stratford Bus Terminal completed 15/7, p11 
ail) 
Stratford, Sir Alastair Morton to head 
feasibility study 1/7, p10 
Travers Morgan: 
New office block for British Gas Properties 
on Loughborough Science 
Sale: 


Park 18/11, p42-3 (ill) sale: 
Bids pour in 26/8, p11 
May be sold off by parent group 20/5, p16 
Put up for sale 22/7, p15 
Shortlist of four 23/9, p16 
Treasure and Son: 
Mappa Mundi Exhibition Centre, Hereford. 
Technology Focus 26/8, p30-1 (ill) 
Treasury: 
Latham review, fighting DOE over 
implementation job 22/7, p7 
Minister meeting leaders of CIC, CIEC and 
CLG amid rumours of housing and 
regeneration cuts: 
Report 21/10, p10 
Summoned 14/10, p5 (Leader), 8 





Saunders, Dick, new head of Private Finance 
Unit, promises public spending will not come 
to a halt 16/12, p6 

Trencherwood 
Returns to profit 5/8, p14 
To be back in profits by end of year 25/2, p16 

Triad: 

Hindu Temple, London NW10, On Site 25/11, 
p34-9 (ill) 

Troughton McAsian 
Banking complex for Yapi ve Kredi Bankasi, 
Turkey 18/11, p11 Gi) 

Try Construction 
Appointed main contractor for Wimbledon 
tennis redevelopment 25/2, p8 (ill) 
Coombe Abbey, near Coventry, On Site 29/4, 
p28-32 (ill) 
Oxford University, St John's College halls of 
residence 4/2, p8 (ill) 
Rights issue 25/3, p17 

Try Group: 
Big rise in profits 23/9, p16 

Tube Stations, see Railway Stations 

Tunnels (see also Channel Tunnel) 

Blackwall Thames crossing suggested and 
reconsideration of other shelved crossings 9 
9, p7 

Turkey: Banking complex for Yapi ve Kredi 
Bankasi 18/11, p11 (i) 

Turkmenistan 
Ashgabad airport: 

Feature 4/11, p18-21 
Opens 28/10, pil Gil) 

Turner, Alan, CE BPB Industries, on decision 
to build plant in Berlin 17/6, p18 (ill) 

Turner & Townsend, To carry out Public 
transport feasibility study in Johannesburg 
28/10, p10 

Tuthill, Stan, new national president FMB, 
annual conference speech on interest rate 
and VAT registration 23/9, p12 

Twickenham Building: New aviary 27/5, p10 
(ill 

Tym, Roger, to speak against planners 
pandering to environmentalists 2/9, p10 


U 


UCATT, see Trade Unions 
UK & Ireland Corporate Games, preview 17/6 
p20-1 (ill) 
UK Design and Build Forum, set up by Reading 
University 21/10, p12 
Uliswater, Viscount, new Minister for 
construction 29/7, p8-9 (ill) 
Underground Railways, see Railway Lines 
Underground Stations, see Railway Stations 
Unions, see Trade Unions 
United States: 
American attitude to profit and money might 
prevent disputes here (Bingham) 26/8, p22-3 
Construction industry 
Dun and Bradstreet order book index 
shows rise 14/1, p12 
Survey shows large consultants looking to 
join forces with UK firms 18/2, p5 (Leader) 


Consultants setting up offices in Britain 11/3, 
p20-1 
Denver International Airport, Special Feature 
8/7, p36-40 (ill) 
Housing market: 
House sales dampened by rise in interest 
rates 10/6, p17 
House sales return to near boom figures 
11/2, p13 
Joslyn Art Museum extension, Nebraska 9 
12, p11 Gi) 
Las Vegas Stratosphere, planning application 
to increase height 6/5, p11 (ill) 
Los Angeles earthquake 
Report 21/1, p7 (ill) 
Structural regulations may be revised 28/1 
p10 (ill) 
Prison-buiiding programme to be launched 
2/9, pl4 
Redding, California, McConnell Foundation 
HQ 1/7, p8 Gi) 
Workload stimulated by rising interest rates 
27/5, pl5 
Jniversities and Colleges 
Alexandria University, Egypt. Bibliotheca 
Alexandrina to be built close to site of ancient 
library 10/6, p12 Gill) 
Anglia Polytechnic University student village 
13/5, pl2 
Cambridge Regional College, Technical 
Department 12/8, p8 (ill) 
Cambridge University 
Department of Biochemistry, work starts 3 
6, p11 Gi) 
Judge Institute of Management Studies 26 
8, p9 Gil) 
Law Faculty building topped out 14/10, p9 
ai) 
Chaucer College, Canterbury, Building 
dossier 15/4, p31-8 (ill) 





East Warwickshire College, revamp of 
teaching block 25/11, p9 Gi) 
FE Colleges, government ends funding 
freeze on new build 1/4, p11 GD 
Greenwich University 
Fails to win enterprise zone relaxation at 
Chatham Maritime 2/9, p11 
Wimpey to build, fund and operate student 
village 2/9, pil 
Hackney Community College. to be rebuilt 1 
4,pl11 Gi) 
Japan, Kandu Institute of Foreign Languages 
mock tudor village 21/10, p11 Gi) 
Kingston upon Thames 
Conversion of offices to student 
accommodation, product case study 12/8, 
p44-5 (ill) 
Lancaster University, Ruskin Library 
detailed design work begins 30/9, p6 (iD 
Leeds University Sentine! Towers housing 
complex 27/5, p11 (il) 
Liverpool University charges 200 to tender 
for design commission 27/5, p13 
London University Royal Holloway College. 
proposed conversion of music and drama 
departments 24/6, p12 (ill) 
Manchester Dunlop Buildings student 
accommodation 7/10, p11 (il) 
Manchester Metropolitan University 
Management and Business Faculty Library 
Architecture Feature 22/4, p31-5 (ill) 
Nene College of Higher Education, series of 
new buildings 15/4, p12 Gil) 
Oxford University, St John’s College hails of 
residence 4/2, p8 (ill) 
Reading University Soil Science Laboratory 
8/7, p13 Gil) 
Royal Holloway College, University of 
London, Bedford Library, Building dossier 
25/11, p43-50 Gill) 
Trinity College Cambridge, Marriot takes 
over building of halls of residence 6/5, p10 
University of Hull, new Institute of Chemistry 
in Industry and Language Institute 21/10, p12 
University of Manchester, Christie Building 
refurbishment 1/7, p9 (ill) 
University of Northumbria, to clad computer 
building in photovoltaic cells 11/2, p12 Gil) 
Technology feature 25/3, p40-1 (ill) 
University of Ulster, proposed new campus 
24/6, p13 Gi) 
University of Wales College of Cardiff settles 
dispute with Team Management (Western) 
5/8, p5 (Leader), 9 
ppark, see Historic Houses 
psall, Terry, Berkeley Group, dies 4/2, p8 
rban Renewal (see also City Challenge 
Scheme; Urban Regeneration Agency) 
Assessing the Impact of Urban Policy report 
commissioned by DOE, published 24/6, p13 
Building Renewal supplement 21/10 
English Partnerships 
First funding package for inner city projects 
announced 25/3, p8 
First tranche of plans to be considered 20/5 
plo 
Land Reclamation Programme launched | 
7, p13 
Range of incentives launched to attract 
developers to inner cities 25/11, p12 
To be pressed by housebuilders to make 
housing a priority in corporate plan 24/6 
pli 
estates Action Programme 
Barkantine Estate, Isle of Dogs refurbished 
11/2, p7 Gi) 
Southwark, five estates subject of 
competition 13/5, p7 (ill); 14/1, p9 12/8 
pl2 
Single Regeneration budget 
Bidding Guidance, a Guide to Funding from 
the Single Regeneration Budget, published 
22/4, p8, 29/4, p1&20 
Bids greatly exceed remaining funds 12/8 
pl2 
Increased by £25m a year 2/12, p9 
Winners of first round of bidding 
announced 9/12, p13 
rban Development Corporations 
Government funding being severely cut 
over period of years 11/3, p10 
To be wound up in next few years, land sales 
to be held 20/5, p10 


V 


Van Heyningen and Hayward: King Alfred 
School, North London, Building Dossier 17 
6, p41-8 (ill) 

Varbud Construction, London Marble Arch 
Synagogue 7/1, p9 (ill) 

VAT, see Taxes 

VAT Watkins 
M&J McCarthy issues winding up petition 
15/7. p8 
Mildmay Centre Mother and Child AIDS 
unit, Building Dossier 18/2, p25-32 (ill) 


Receiver publishes creditors report 26/8, p5 
Receivership talks with four bidders 17/6, p8 

Ventilation and Air Conditioning (see also 
Health and Safety: Legionnaire's Disease) 
Building Regs, Part L, warning re problems of 
encouraging naturally ventilated buildings 7 
1, pll, Technology Focus 7/1, p40-1 Gil) 
Heating and Ventilation Special Feature 28 
10, p56-67 (ill) 

Vickers, Chris, RICS Construction Spokesman 
on DOE new start figures 22/4, p16 (il) 

Vietnam. building boom beginning after US 
embargo lifts 25/11, p15 

Virtual Reality, see Computers 

Visitor Centres (see also Museums and 
Galleries) 
BAA visitor centre, Heathrow, planning 
permission 21/10, p9 (ill) 
Dyfed Wildlife Trust Visitor Centre 1/4, p8 
(ill) 
Nymans Garden and Portsmouth Historic 
Dockyard Visitor Centres 26/8, p24-7 (ill) 
Tetley Brewery Visitor Centre 13/5, p8 (ill) 
Winchester Cathedral Visitor Centre 14/1 
p38-9 (ill) 

Volume Housebuilders Group of HBF to lobby 
minister re planning restrictions 11/11, p14 
(il) 


Ww 


Wade, Jane, Cabot Place and proposed Cardiff 
Bay Opera House (Wonders and Blunders) 
18/11, p20 Gi) 

Wages, see Staff: Salaries and Wages 

Wahlandt, Harry, model crane collection 28/1 

|} psd 

Wainhomes 
Plans to double output in next 2 to 3 years 25 
2, p15 Gill) 

Profits and turnover up 9/12, p16 
Rise in pre-tax profits 24/6, p15 
To be floated on stockmarket 28/1, p11 (il) 

Wales, Government scheme to secure private 
investment for South Wales valleys 16/12 
pil 

Wales, Prince of (see also Poundbury) 
Carbuncle’ speech, its effect ten years on 3 
6, p5 (Leader), 9 
Launch of Perspectives, architectural 
magazine for the man in the street 18 
(Leader), 8 


1, pS 





Walker Contractors, six doctor and dentist 

| surgeries and village hall planned for 

Thamesmead 7/1, p11 (ill) 

| Wallbank, lan, interviewed about Construction 

| Industry Development Agency 16/9, p5 

| (Leader), 48-50 Gil) 

Walter Liewellyn and Sons 
East Sussex, Christian Community New 
Church, highly commended in copper 
roofing competition 18/3, p10 (ill) 

Ward, Philip, DOE, Westminster Hall & City 
House Leeds (Wonders & Blunders) 3/6 
p22-3 (ill) 

Ward Building Systems 
Tom Paul, ex-director, gets unfair dismissal 
ruling 25/2, p9 (ill) 

Wins contract in Argentina on Cadbury 
Schweppes building 30/9, p14 

Warehouses 
Distribution Centres, Procurement Cost 
Feature 26/8, p32-9 (ill) 

Supersheds, Special Feature 15/4, p41-5 (il) 
Waitrose chilled product warehouse 
Bracknell 4/11, p10 Gil) 

Waring Contractors 
Southampton Eastleigh Airport, total rebuild 
9/12, p32-5 Gil) 

Warranties, see Insurance 

Warrington Fire Research buys SGS Fire 
Technology 18/3, pl! 

Waste Disposal 

Does rubble re-use need a waste 
management licence? (McKennas) 9/9, p37 
Poor management of waste can be expensive 
(Masons) 14/10, p39 
Tax on landfill set in budget 

Is start of raft of green levies planned by 
Brussels 9/12, p15 
Will hit construction costs 2/12, p8 

Water 
Low limit on connection charges set by 
OFWAT 5/8, p10 

Water Companies 
Expected to increase capital spending 
programmes 8/7, p12 
Spending levels set by OFWAT expected to 
bring deluge of work 5/8, p10 

Water Tower to house conversion 
Surrey Historic Building Trust Award winner 
11/3, p9 Gi) 

Wates 
Barkantine Estate, Isle of Dogs refurbished 
under Estate Action Programme 11/2, p7 
Tobacco Dock shopping centre being 
changed into factory shop 4/3, p13 (ill) 
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1994 BUILDING INDEX 


Wates Special Works 
St Pancras Chambers restoration 4/3, p7 (ill 
Wattord 
310 dwellings converted from Victorian 
orphanage 11/3, p12 
Blockbuster Video Store 12/8, p12 Gil) 
Watson, Leslie, recommended eight-week 
training programme for half-marathon 5/8, 
p68 (ill) 
Weather Forecasts 
Met Office survey shows working around 
detailed forecasts saves contractors money 
3/9, p7 
Webb, Dennis, CE Beazer Homes 
Business Profile 25/2, p17 (ill) 
Confirms Easter week as best of year 15/4, 
pl6 (ill) 
Looking for more acquisitions 22/7, p15 (il) 
On lengthening delivery times 3/6, p14 (ill) 

Weirs, see Barrages 

Welwyn Garden City, Rank Xerox 
Research and Development Centre 2/9, p10 
(ill) 

Wendy House by Terry Curle 18/2, p9 (il) 

Westbury 
In house IT system 15/4, p45-8 (ill) 

Makes profit 27/5, p15 
Profits and sales up 4/11, p15 

Westminster Scaffolding suing Wimpey re 
News International contract 30/9, p7 (ill) 

WF Pointer & Sons: 

Calvergate offices and sheltered 
accommodation, Building dossier 18/3 
p39-46 (ill) 

Whinney Mackay-Lewis: Turns from loss to 
profit 12/8, pl4 

Whitby & Bird 
Attempt to recreate Stonehenge’s biggest 
arch 24/6, p7 Gil) 

To develop bridge using synthetic spider's 
thread 1/4, p8, 37 

White Papers, see Law 

Whitehead, Oliver, CE Alfred McAlpine, on 
increase in turnover, profits and staff 25/2 
pl6 

Wickens, goes into receivership 9/12, p9 

Wiggins Group: 

To launch initiative to help housebuilders 
raise cash against land holdings 2/12, p7 

Wightman, Nigel, damn-builder in St Helena. 
Off Centre Feature 14/10, p29 (ill) 

Wilcon Construction becomes Swallow 
Construction 9/9, p17 

Wilkins, Ken, CE Bickerton, Business Profile 
4/3, p17 Gi) 

Williams, Alan, review of his 21 years of 
compiling Building Dossiers 27 /5, p36-7 (ill) 

Williams, Richard (Contracts column) 
Retention of title to goods supplied 11/2 
p28-9 

Willmott Dixon 
Barkantine Estate, Isle of Dogs refurbished 
under Estate Action Programme 11/2, p7 
Introduces Latham-style anti-conflict drive 9 
12, p5 (Leader), 7 
Muswell Hill, flats and maisonettes for Kush 
Housing Association 1/7, p13 (il) 

Returns to profit 9/9, p18 

Wilson, Geoffrey, Warwick District Council 
Chief Planning Officer. dismissal for alleged 
misconduct 

Special Council hearing 9/9, p13 

Wilson, Richard, conceptual work of art 
Watertable 18/3, p7 (ill) 

Wilson Bowden 
Selected to develop Ferry Road retail park 
Cardiff 5/8, p8 
Pre-tax profits doubled 25/3, p18 (ill) 

Wiltshier Construction 
Chaucer College, Canterbury, Building 
dossier 15/4, p31-8 (ill) 

Introduces Latham-style anti-conflict drive 9 
12, p5 (Leader), 7 

Portland House, refurbishment 10/6, p11 (ill) 
To sell Wiltshier Partnerships housing 
division 5/8, p14 

To upgrade South Quay Station, Docklands 
Light Railway 14/1, p9 

Wiltshire, David, Building Manager of the Year 
Award, bronze medal winner 7/10, p31-48 
(ill) 

Wimbledon, Try appointed main contractor for 
Lawn Tennis Club redevelopment 25/2, p8 
(ill) 

Wimpey 
Bids for divisions of British Coal in joint 
venture 27/5, p14 
Building retracts allegations following libel 
action 7/10, p8 
Denies Malaysian bribe allegation 25/2, p& 
Finance director Roger Wood resigns 28/1, 
pli 
Leeds Magistrates Court and Ysol Y Strade 
Dyfed, Quality Brickwork Award winners 24 
6, p36-49 (ill) 

London hq scene of sit-in by environmental 
protestors 18/11, p5 (Leader), 10 











Oceanography Centre, Southampton, On Site 


4/2, p30-5 Gill) 
On shortlist of two for Royal Brompton 
extension 21/10, p16 
Returns to profit 9/9, p17 (ill) 
Subcontractor’s Charter: 
Feature 2/12, p18-9 
Introduces partnering and restricts onerous 
tendering practices 25/11, p9 
Warehouse converted to offices, 60 Sloan 
Avenue, London 15/7, p13 (ill) 
Will make major construction acquisition 
during 1994 18/3, p17 
Wimpey scheme wins competition to carry 
out redevelopment of Chalkhill Estate Brent 
15/4, p5 (Leader), 14 (ill); 22/4, p10 
To build, fund and operate student village for 
Greenwich University 2/9, p11 
Westminster Scaffolding suing re News 
International contract 30/9, p7 (ill) 

Wimpey Homes,Richard Andrew CE Wimpey 
Homes Worldwide, to resign nexi spring 28, 
10, p18 

Winchester 
Cathedral Visitor Centre 14/1, p38-9 (ill) 
Peninsula Barracks, MOD defeated re 
demolition plans 3/6, p12 

Winchester Design: Nymans Garden Visitor 
Centres 26/8, p24-7 (ill) 

Windows: Doors and Windows Building 
Supplement 9/9 

Windsor Castle, see Historic Houses 

Wine Bars, see Restaurants and Pubs 

Wiring, see Electricity 

Wolverhampton Wanderers’ Football Stadium 
redevelopment 18/3, p8 (ill) 

Woolf review of legal system, see Law 

Women 
Partnerships feature, on wives of top 
construction figures 14/10, p20-5 (ill) 

Wonders and Blunders 
1 Finsbury Avenue and Radisson Edwardian 
Hotel (lan Macpherson) 9/12, p22 Gil) 
Bevin Court, Holford Place and Elephant and 
Castle shopping centre (Chris Smith) 16/12 
pl6 
Bracken House and Embankment Place 
(Chris Higgs) 26/8, p18-9 (ill) 

Cabot Place and proposed Cardiff Bay Opera 
House Jane Wade) 18/11, p20 (Gill) 

Church of Notre Dame du Haut and Minster 
Court (Sir Terence Conran) 23/9, p26 (ill) 
Copeman Close Lewisham and Robin Hood 
Gardens (Maureen McEleney) 11/11, p20 
(ill) 

Durham Cathedral and Hulme Estate 
Manchester (David Taylor) 25/11. p20 (ill) 
Einstein Tower Potsdam and Congress Hall 
Nuremburg Gonathan Meades) 21/10, p26 
il) 

Embankment Place and Shell Centre 
(Graham Rice) 4/11, p22 Gil) 

Glyndbourne Opera House and BBC White 
City (Chris Spackman) 16/9, p32 (ill) 

Henley Royal Regatta boathouse and MI6 
headquarters (Diana Lamplugh) 14/10, p28 
(ill) 

Houses of Parliament and Alexandra Road 
Estate Swiss Cottage (Alice Coleman) 24/6 
p24-5 (ill) 

Imagination Building and Shell Centre (Eva 
Jiricna) 17/6, p26 (ill) 

Lawrence Batley Theatre and Marsham 
Street Towers (Mo Mowlem) 29/7, p26 
London Ark and Canary Wharf (Eric Loe) 8 
7, p24-5 (ill) 

London Ark and Metro Centre (Frank Duffy) 
22/7, p26-7 (ill) 

41 Farlie Street and Marsham Street Towers 
(Sheila McKechnie) 28/19, p24 (ill) 

Metro Centre and various (Roy Paramor) 10 
6, p28 Gill) 

Public Record Office and 21 New Fetter Lane 
(Mark Stephens) 30/9, p22 (ill) 

Royal Albert Hall and Waterloo International 
Terminal (Sir Alan Harris) 2/12, p20 (ill) 
Sidney Opera House and Le Palais d’Abraxas 
(Anthony Hunt) 1/7, p24-5 Gil) 

St George's Hall Liverpool and Pompidou 
Centre (Bert Massie) 9/9, p28 (ill) 

St Paul's Cathedral and Lloyds Building 
(Angus Phaure) 5/8, p20 (ill) 

Taj Mahal and Forte Crest Heathrow (Brian 
Jefferson) 12/8, p22-3 Gil) 

Westminster Abbey and Lloyds Building 
(Michael Heatley) 7/10, p20 

Westminster Hall & City House Leeds (Philip 
Ward) 3/6, p22-3 (ill) 

Winston Grange and Marsham Street Towers 
Uohn Gummer) 2/9, p22 Gill) 

York station canopy and Leeds station canopy 
(David Tasker) 15/7, p24-5 Gill) 

Wood. Roger, finance director Wimpey 
resigns 28/1, pll 

Woodley, conversion of vicarage to private 
housing 18/2, p6 (ill) 

Working Conditions, see Labour 





Working Rule Agreement. see Staff 
Workload, see Market Conditions 
WS Atkins: 
Hutt, Dr Barry, Director, on transfer of local 
authority design departments 18/3, p5 
(Leader), 20-1 Gi) 
Mappa Mundi Exhibition Centre, Hereford 
Technology Focus 26/8, p30-1 (il) 


Y 


YJ Lovell 
St Leonard's Hospital site redevelopment 
into health facilities and housing 16/12, p7 
(ill) 
Saved from receivership in refinancing deal 
by Banks 7/1, p12 
Seeking merger partner 21/1, p9 
Slashes turnover to beat price rises 24/6, p14 
Tipped for merger in 1995 10/6, p16 

Youth Clubs: Limehouse Youth Club, planning 
permission 5/8, p7 (ill) 

YRM 
Auditors declare fundamental uncertainty 
over practice 29/7, p15 Gi) 
Dropped from Mowlem team for BBC news 
hq 10/6, p12 
Loss worsens 21/1, p15 
Sweeping boardroom changes 18/11, p16 
(ill) 
Wellington Hospital (North), King’s Fund 
Award for Hospital Design, winner 29/4, p8 
(ill) 


Z 


Zoos, London Zoo redevelopment 
Ambika Paul Children’s Zoo opens 5/8, p11 
(il) 
New aviary 27/5, p10 (ill) 
New barn for children’s area 20/5, p12 
Zurich Municipal, gains registration of 61 
Poundbury homes with its insurance 
schemes 15/4, p9 
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